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Absenteeism 

—  increased  absenteeism  after  the  detec¬ 
tion  and  labeling  of  hypertensive  pa¬ 
tients  (SR)  260  (Ap) 

—  physicians'  guidelines  for  employment 
and  placement  of  the  diabetic  in  indus¬ 
try  —  an  update  601  (S) 

—  significance  of  short  duration  illness 
absences  (letter)  and  authors'  response 
(letter)  5  (ja) 

—  yes,  management,  your  medical  depart¬ 
ment  can  affect  the  "bottom  line"  232 
(Ap) 

Accidents 

—  hand  injuries  and  infections,  an  illustra¬ 
ted  guide  (BR)  650  (O) 

—  industrial  accidents  and  recent  life 
events  53  (|a) 

—  the  mortality  experience  of  workers  ex¬ 
posed  to  tetrachlorodibenzodioxin  in  a 
trichlorophenol  process  accident  11 
(Ja) 

Aerosols 

—  the  use  of  DTPA  as  a  treatment  for  plu¬ 
tonium  inhaled  in  mixed  oxide  aerosols 
of  plutonium  and  sodium  (SR)  59  (Ja) 

Affirmative  Action 

—  and  corporate  emotional  health  pro¬ 
grams  653  (O) 

Alcoholism 

—  diagnosis  of  alcoholism  with  a  self-ad¬ 
ministered  alcoholism  screening  test: 
results  with  1,(X)2  consecutive  patients 
receiving  general  examinations  (SR) 
757  (N) 

—  an  in-house  industrial  counseling  pro¬ 
gram:  the  Northwestern  Bell  Telephone 
Company  experience  35  (ja) 

—  managerial  responses  to  mental  disor¬ 


ders  among  employees  309  (My) 

—  nurse/health  counseling  model  for  a 
successful  alcoholism  assistance  pro¬ 
gram  545  (Au) 

—  outcome  with  alcoholics  seeking  treat¬ 
ment  voluntarily  or  after  confrontation 
by  their  employer  83  (F) 

—  the  relationship  to  alcoholism  of  oc¬ 
cupation,  class  and  employment  657 
(O) 

—  twenty-five  years  of  rehabilitation  of 
employees  with  drinking  problems 
241  (Ap) 

Allergens 

—  permanent  disability  from  skin  diseases 
(SR)  694  (O) 

Allergic  Reactions 

—  ascorbic  acid  in  the  prevention  of 
chromium  dermatitis  5  (Ja) 

—  contact  allergy  caused  by  UV-cured 
acrylates  (SR)  694  (O) 

—  contact  urticaria  to  rubber  (SR)  755 
(N) 

—  genital  ulceration  due  to  Stoddard  sol¬ 
vent  549  (Au) 

—  metal  allergy  and  the  surgical  patient 
(SR)  560  (Au) 

—  sesquiterpene  lactone  dermatitis  (SR) 
822  (D) 

—  6-methylcoumarin  photocontact  der¬ 
matitis  (SR)  559  (Au) 

Anesthetics 

—  hepatic  and  renal  effects  of  low  con¬ 
centrations  of  me*hoxyflurane  in  ex¬ 
posed  del  ivery  ward  personnel  81 7  (D) 

—  subacute  fluorosis  (SR)  261  (Ap) 

—  use  of  Medijector  disputed  (letter)  508 
(Au) 

—  waste  anesthetic  gas  and  vapor  expo¬ 
sures  in  veterinary  hospitals  and  clinics 


(SR)  486(11) 

Animal  Experimentation 

—  acute  exposure  of  laboratory  mice  to 
manganese  oxide  (SR)  756  (N) 

—  augmentation  of  myocardial  ischemia 
by  low  level  carbon  monoxide  expo¬ 
sures  in  dogs  (SR)  348  (My) 

—  bone  cancer  from  radium:  canine  dose 
response  explains  data  for  mice  and 
humans  (SRj  559  (Au) 

—  carbon  monoxide  and  ventricular  fibril¬ 
lation  threshold  in  normal  dogs  (SR) 
348  (My) 

—  cutaneous  irritation  in  the  topical  appli¬ 
cation  of  30  antineoplastic  agents  to 
New  Zealand  white  rabbits  (SR)  694 
(O) 

—  determination  of  the  tumorigenic 
potential  of  methylene-bis-orthochloro- 
aniline  (SR)  349  (My) 

—  early  distribution  and  excretion  of  ”‘U 
in  the  beagle  (SR)  108  (F) 

—  embryotoxicity  and  fetotoxicity  of  in¬ 
haled  or  ingested  vinylidine  chloride  in 
rats  and  rabbits  (SR)  348  (My) 

—  eye  malformations  in  rats:  induction  by 
prenatal  exposure  to  nickel  carbonyl 
(SR)  60  (la) 

—  inhalation  toxicity  studies  with  1,3- 
butadiene,  2:  three  month  toxicity  study 
in  rats  (SR)  416  (Je) 

—  noise  and  blood  pressure:  effect  of  life¬ 
long  exposure  in  the  rat  (SR)  419  (Je) 

—  the  predictive  value  of  rodent  carcino¬ 
genicity  tests  in  the  evaluation  of 
human  risks  (SR)  349  (My) 

—  quantitative  risk  assessment  321  (My) 

—  regional  variation  in  primary  skin  irrita¬ 
tion  and  corrosivity  potentials  in  rabbits 
(SR)  755  (N) 
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Animal  Experimentation  (cont.) 

—  risk  of  angiosarcoma  in  workers  ex¬ 
posed  to  vinyl  chloride  as  predicted 
from  studies  in  rats  (SR)  486  ()l) 

—  subchronic  inhalation  toxicity  of  nitro- 
methane  and  2-nitropropane  (SR)  348 
(My) 

Asbestos 

—  disease  in  Finland  751  (N) 

—  exposure,  cigarette  smoking  and  death 
rates  (SR)  190  (Ma) 

—  the  clinical  significance  of  ferruginous 
bodies  in  sputa  92  (F) 

—  gastrointestinal  carcinoma  and  occur¬ 
rence  of  pleural  plaques  on  pulmonary 
x-ray  806  (D) 

—  industrial  hygiene  inquiry  (OM  Forum) 
649  (O) 

—  mortality  of  chrysotile  asbestos  workers 
at  the  Balangero  mine,  northern  Italy 
(SR)  108(F) 

—  mortality  experience  of  residents  in  the 
neighborhood  of  an  asbestos  factory 
(SR)  416  ()e) 

—  short-term  asbestos  work  exposure  and 
long-term  observation  (SR)  190  (Ma) 

—  radiographic  changes  following  asbes¬ 
tos  exposure:  experience  with  7,5(X) 
workers  15()a) 

—  toxicology  inquiry  (OM  Forum)  649 

(O) 

Ascorbic  Acid 

—  ascorbic  acid  in  the  prevention  of 
chromium  dermatitis  51  ()a) 

Audiometry 

—  high  frequency  audiometry  and  noise- 
induced  hearing  loss  (SR)  487  (Jl) 

B 

Back  Injury 

—  controlled  clinical  trials  of  manipula¬ 
tion:  a  review  and  a  proposal  670  (O) 

—  incidence  of  low  back  pain  and  pre¬ 
placement  x-ray  screening  515  (Au) 

Bacteria 

—  emergence  of  multiple  resistant  pneu¬ 
mococci  (SR)  559  (Au) 

—  occupational  symptoms  among  com¬ 
post  workers  256  (Ap) 

—  shedding  of  bacteria  and  skin  squames 
after  handwashing  (SR)  619  (S) 

Behavior 

—  frustration:  a  disruptive  factor  .in 
cooperation  and  performance  (SR) 
487  01) 

—  health  education:  an  experiment  in 
health  education  253  (Ap) 

—  industrial  accidents  and  recent  life 
events  53  ()a) 

—  managerial  responses  to  mental  disor¬ 
ders  among  employees  309  (My) 

—  obsessions:  source  of  inefficiency  in  the 
workplace  410  ()e) 

—  outcome  with  alcoholics  seeking  treat¬ 
ment  voluntarily  or  after  confrontation 
by  their  emoloyer  83  (F) 

—  the  relationship  to  alcoholism  of  occu¬ 
pation,  class  and  employment  657  (O) 

—  type  A  coronary- prone  behavior  and 
stress  in  senior  female  managers  and 
administrators  801  (D) 

—  type  A  coronary-prone  behavior  in  the 
work  environment  375  ()e) 

—  type  A  coronary  prone  behavior  in  the 
work  environment  (letter)  769  (D)  and 
author's  response  (letter)  769  (D) 


Benzene 

—  lymphomas  and  occupational  benzene 
exposure  (SR)  108(F) 

Benzo(a)pyrene 

—  metabolism  of  benzo(a)pyrene  in  iso¬ 
lated  human  scalp  hair  follicles  (SR) 
558  (Au) 

Birth  Control 

—  incidence  of  endometrial  cancer  in  rela¬ 
tion  to  the  use  of  oral  contraceptives 
(SR)  417  ()e) 

Bones 

—  bone  cancer  from  radium:  canine  dose 
response  explains  data  for  mice  and 
humans  (SR)  559  (Au) 

—  total  hip  arthroplasty  (SR)  60  ()a) 

Book  Reviews 

—  allied  health  education  773  (D) 

—  boating  for  the  handicapped  581  (S) 

—  the  breast  cancer  digest  706  (N) 

—  a  brief  history  of  HM  medical  inspector¬ 
ate  650  (O) 

—  drugs  and  the  aged  706  (N) 

—  the  environment  at  work  581  (S) 

—  environmental  health  criteria  —  12  — 
noise  774  (D) 

—  field  worker  exposure  during  pesticide 
application  studies  in  environmental 
science  706  (N) 

—  foundations  of  epidemiology  709  (N) 

—  guidelines  for  detection  of  hepatotoxi- 
city  due  to  drugs  and  chemicals  372 
()e) 

—  hand  injuries  and  infections,  an  illustra¬ 
ted  guide  650  (O) 

—  lead  toxicity  773  (D) 

—  live,  work  and  be  healthy  707  (N) 

—  a  manager's  guide  to  profitable  compu¬ 
ters  372  ()e) 

—  manual  for  functional  training  709  (N) 

—  no  smoke  774  (D) 

—  organiser's  handbook  for  the  occupa¬ 
tional  quit  smoking  programme  774 
(D) 

—  pain  —  the  essence  of  a  mental  illness 
709  (N) 

—  Patty's  industrial  hygiene  and  toxicolo¬ 
gy  vol  III:  theory  and  rationale  of  indus¬ 
trial  hygiene  practice  650  (O) 

—  preventive  primary  medicine  reducing 
the  major  causes  of  mortality  709  (N) 

—  the  shoulder  in  hemiplegia  581  (S) 

—  surgical  problems  in  the  aged  650  (O) 

—  toxicology:  the  basic  science  of  poisons 
773  (D) 

—  Webster's  medical  office  handbook 
650  (O) 

—  women,  work,  and  health:  challenges  to 
corporate  policy  650  (O) 

Burns 

—  fatality  due  to  acute  systemic  fluoride 
poisoning  following  a  hydrofluoric  acid 
skin  burn  691  (O) 

—  a  fluoroscopic  burn  to  a  patient's  right 
hand  sustained  in  removing  a  sewing 
needle  —  a  22-year  follow-up  (SR)  59 
()a) 
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Cadmium 

—  assessment  of  renal  function  of  workers 
exposed  to  inorganic  lead,  cadmium  or 
mercury  vapor  741  (N) 

—  a  case-control  study  of  prostate  cancer 
within  a  cohort  of  rubber  and  tire 
workers  533  (Au) 


—  serum  and  urinary  beta-2-microglobulin 
among  cadmium-exposed  workers 
399  ()e) 

Cancer 

—  another  view  (letter)  640  (O)  and 
authors'  response  (letter)  640  (O) 

—  artificial  sweeteners  and  cancer  of  the 
lower  urinary  tract  (5R)  417  ()e) 

—  the  association  between  parental  occu¬ 
pation  and  childhood  malignancy  792 
(D) 

—  bladder  cancer  and  dairy  farming  (let¬ 
ter)  576  (S) 

—  bone  cancer  from  radium:  canine  dose 
response  explains  data  for  mice  and 
humans  (SR)  559  (Au) 

—  the  breast  cancer  digest  (BR)  706  (N) 

—  breast  cancer  in  female  radium  dial 
workers  first  employed  before  1930 
583  (S) 

—  breast  cancer  mortality  among  PVC 
fabricators  677  (O) 

—  burning  coal  causes  cancer  too  (SR) 
107  (F) 

—  a  case-control  study  of  prostate  cancer 
within  a  cohort  of  rubber  and  tire 
workers  533  (Au) 

—  cause  of  death  among  jewelry  workers 
733  (N) 

—  cause-specific  mortality  among  news¬ 
paper  web  pressmen  542  (Au) 

—  causes  of  death  among  lumberjacks  — 
a  pilot  study  403  ()e) 

—  a  cohort  study  on  workers  exposed  to 
trichloroethylene  737  (N) 

—  comments  on  mortality  among  workers 
employed  in  petroleum  refinng  and 
petrochemical  plants  (letter)  638  (O) 

—  current  concepts  in  cancer  —  chemo¬ 
therapy  of  gastrointestinal  cancer  (SR) 
261  (Ap) 

—  epidemiologic  study  of  workers  exposed 
to  acrylonitrile  245  (Ap) 

—  gastrointestinal  carcinoma  and  occur¬ 
rence  of  pleural  plaques  on  pulmonary 
x-ray  806  (D) 

—  incidence  of  endometrial  cancer  in  rela¬ 
tion  to  the  use  of  oral  contraceptives 
(SR)  417  ()e) 

—  lung  cancer  and  the  petroleum  industry 
in  Louisiana  384  ()e) 

—  mortality  among  workers  in  the  metal 
polishing  and  plating  industry,  1951- 
1%9  158(Ma) 

—  mortality  among  workers  employed  in 
petroleum  refining  and  petrochemical 
plants  97  (F) 

—  mortality  among  workers  exposed  to 
zinc  chromate  paints  25  (|a) 

—  mortality  analysis  of  plumbers  and 
pipefitters  183  (Ma) 

—  questions  raised  by  study  on  cancer 
mortality  in  oil  refinery  workers  (letter) 
and  authors'  response  (letter)  69  (F) 

—  sinonasal  cancer  and  occupation:  a 
case-control  study  (SR)  756  (N) 

—  a  statistical  method  for  testing  epidemi¬ 
ological  results  as  applied  to  the  Han¬ 
ford  worker  population  (SR)  107  (F) 

Carcinogenicity 

—  mortality  among  workers  in  the  metal 
polishing  and  plating  industry,  1951- 
1%9  158  (Ma) 

—  an  occupation  and  exposure  linkage 
system  for  the  study  of  occupational 
carcinogenesis  722  (N) 
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Carcinogenicity  (cont.) 

—  occupational  health  and  the  reality  of 
risk  —  an  eternal  dilemma  of  tragic 
choices  153  (Ma) 

—  the  predictive  value  of  rodent  carcino¬ 
genicity  tests  in  the  evaluation  of 
human  risks  (SR)  349  (My) 

—  quantitative  risk  assessment  321  (My) 

—  short-term  asbestos  work  exposure  and 
long-term  observation  (SR)  190  (Ma) 

Carcinogens 

—  the  cigarette  factor  in  lung  cancer  due 
to  chloromethyl  ethers  527  (Au) 

—  cytological  detection  of  a  peripheral 
lung  carcinoma  in  a  coke  oven  worker 
413  ()e) 

—  diesel  exhaust  —  an  occupational  car¬ 
cinogen?  41  (Ja) 

—  epidemiologic  study  of  workers  exposed 
to  acrylonitrile  245  (Ap) 

—  initial  National  Cancer  Institute  studies 
on  mutagenesis  as  a  prescreen  for 
chemical  carcinogens:  an  appraisal  (SR) 
347  (My) 

—  mortality  among  automobile  assembly 

workers,  Pt  1  520  (Au) 

—  mortality  analysis  of  plumbers  and 
pipefitters  183  (Ma) 

—  selection  of  carcinogens  and  related 
compounds  tested  for  mutagenic  activi¬ 
ty  (SR)  347  (My) 

Cardiovascular  System 

—  longitudinal  evaluation  of  an  exercise 
prescription  intervention  program  with 
periodic  ergometric  testing:  a  ten-year 
appraisal  235  (Ap) 

—  newly  acquired  right  bundle-branch 
block:  the  Framingham  study  (SR)  418 
()e) 

—  noninvasive  assessment  of  myocardial 
function  (SR)  350  (My) 

—  relation  of  diet  to  high-density  lipopro¬ 
tein  cholesterol  in  middle-aged  mara¬ 
thon  runners,  joggers  and  inactive  men 
(SR)  418  ()e) 

Carpal  Tunnel  Syndrome 

—  clinical  occupational  health  inquiry 
(OM  Forum)  778  (D) 

Chemotherapy 

—  current  concepts  in  cancer  —  chemo¬ 
therapy  of  gastrointestinal  cancer  (SR) 
261  (Ap) 

Cholera 

—  cholera  —  a  possible  endemic  focus  in 
the  United  States  (SR)  417  ()e) 

Chromium 

—  ascorbic  acid  in  the  prevention  of 
chromium  dermatitis  51  ()a) 

—  mortality  among  automobile  assembly 

workers,  Pt.  1  520  (Au) 

—  mortality  among  workers  in  the  metal 
polishing  and  plating  industry,  1951- 
1%9  158(Ma) 

Coal 

—  burning  coal  causes  cancer  too  (SR) 
107  (F) 

—  coal  conversion  technologies:  some 
health  and  environmental  effects  (SR) 
486  01) 

—  cytological  detection  of  a  peripheral 
lung  carcinoma  in  a  coke  oven  worker 
413  ()e) 

—  health  implications  of  increased  coal 
use  in  the  western  states  (SR)  59  ()a) 

—  lung  cancer  and  coal  workers'  pneumo¬ 
coniosis  (SR)  191  (Ma) 


—  non-invasive  magnetopneumographic 
estimation  of  lung  dust  loads  and  distri¬ 
bution  in  bituminous  coal  workers  61 3 
(S) 

—  progressive  massive  fibrosis  developing 
after  brief  coal  dust  exposure:  evalua¬ 
tion  with  CT  scanning  and  radionuclide 
angiocardiography  21  ()a) 

Combined  Exposures 

—  calculation  of  a  safety  factor  in  setting 
health  based  permissible  levels  for  oc¬ 
cupational  exposure  II.  comparison  of 
extrapolated  and  published  permissible 
levels  (SR)  58  (|a) 

—  long-term  effects  of  welding  fumes 
upon  respiratory  symptoms  and  pul¬ 
monary  function  337  (My) 

Compost  Workers 

—  occupational  symptoms  among  com¬ 
post  workers  256  (Ap) 

Computers 

—  a  manager's  guide  to  profitable  compu¬ 
ters  (BR)  372  ()e) 

Copper 

—  lung  function  among  employees  of  a 
copper  mine  smelter:  lack  of  effect  of 
chronic  sulfur  dioxide  exposure  438 
(ID 

Cost  Effectiveness 

—  the  administration's  program  for  health 
cost  containment  (SR)  621  (S) 

—  of  hypertension  control  at  the  work¬ 
place  795  (D) 

—  occupational  medicine  (SR)  108  (F) 

—  nurse/health  counseling  model  for  a 
successful  alcoholism  assistance  pro¬ 
gram  545  (Au) 

—  yes,  management,  your  medical  depart¬ 
ment  can  affect  the  "bottom  line"  232 
(Ap) 
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Dermatology 

—  ascorbic  acid  in  the  prevention  of 
chromium  dermatitis  51  ()a) 

—  basal  cell  epitheliomas  after  repeated 
fluoroscopic  examinations  of  the  chest 
(SR)  485  01) 

—  captafol  dermatitis  in  the  timber  indus¬ 
try  (SR)  485  01) 

—  cold- induced  profuse  sweating  on  back 
and  chest,  a  new  genetic  entity  (SR) 
619  (S) 

—  contact  allergy  cause  by  UV-cured 
acrylates  (SR)  694  (O) 

—  contact  urticaria  to  rubber  (SR)  755 

(N) 

—  current  concepts:  topical  therapy  for 
acne  (SR)  419  ()e) 

—  cutaneous  irritation  in  the  topical  appli¬ 
cation  of  30  antineoplastic  agents  to 
New  Zealand  white  rabbits  (SR)  694 

(O) 

—  dermatoses  of  the  neck  affecting  violin 
and  viola  players  (fiddler's  neck  and 
contact  dermatitis)  (SR)  823  (D) 

—  dimethylthiourea,  an  unexpected 
hazard  for  textile  workers  (SR)  693  (O) 

—  the  edema  of  fiddlers'  neck  (SR)  558 
(Au) 

—  evaluation  of  hand  cleansers  (SR)  693 

(O) 

—  fatality  due  to  acute  systemic  fluoride 
poisoning  following  a  hydrofluoric  acid 
skin  burn  691  (O) 

—  genital  ulceration  due  to  Stoddard  sol¬ 


vent  549  (Au) 

—  herpetism  (SR)  485  ()l) 

—  the  importance  of  pre-employment  ex¬ 
amination  in  the  prevention  and  control 
of  occupational  skin  disease  407  (|e) 

—  malignant  melanoma  of  the  skin  (SR) 
756  (N) 

—  metabolism  of  benzo(a)pyrene  in 
isolated  human  scalp  hair  follicles  (SR) 
558  (Au) 

—  mortality  experience  of  employees  ex¬ 
posed  to  2,3,7,8-tetrachlorodibenzo-p- 
dioxin  (TCDD)  530  (Au) 

—  the  mortality  experience  of  workers  ex¬ 
posed  to  tetrachlorodibenzodioxin  in  a 
trichlorophenol  process  accident  11 
()a) 

—  nickel  feeding  in  nickel-sensitive  pa¬ 
tients  with  hand  eczema  (SR)  823  (D) 

—  nickel  sensitivity:  relationship  between 
history  and  patch  tests  reaction  (SR) 
756  (N) 

—  occupational  dermatitis  artefacta  (SR) 
822  (D) 

—  penetration  of  protective  gloves  by 
epoxy  resin  (SR)  620  (S) 

—  permanent  disability  from  skin  diseases 
(SR)  694(0) 

—  regional  variation  in  primary  skin  irrita¬ 
tion  and  corrosivity  potentials  in  rabbits 
(SR)  755  (N) 

—  the  role  of  hypersensitivity  and  the  im¬ 
mune  response  in  influencing  suscepti¬ 
bility  to  metal  toxicity  (SR)  620  (S) 

—  sesquiterpene  lactone  dermatitis  (SR) 
822  (D) 

—  shedding  of  bacteria  and  skin  squames 
after  handwashing  (SR)  619  (S) 

—  6-methylcoumarin  photocontact  der¬ 
matitis  (SR)  559  (Au) 

—  toxicology  inquiry  (OM  Forum)  712 
iN) 

—  variation  of  melanoma  incidence  with 
latitude  in  North  America  and  Europe 
(SR)  756  (N) 

Diabetes 

—  physicians'  guidelines  for  employment 
and  placement  of  the  diabetic  in  indus¬ 
try  —  an  update  601  (S) 

—  the  use  of  the  Optacon®  as  a  screening 
device  461  ()l) 

Diesel  Exhaust 

—  diesel  exhaust  —  an  occupational  car¬ 
cinogen?  41  ()a) 

E 

Economics  of  Health  Care 

—  high-cost  users  of  medical  care  (SR) 
758  (N) 

—  sex  and  occupational  differences  in 
hospitalization  rates  among  Navy 
enlisted  personnel  685  (O) 

—  the  work  evaluation  of  the  cardiac  pa¬ 
tient  71 5  (N) 

Education  and  Training 

—  adjudicators  defended  (letter)  508 
(Au) 

—  allied  health  education:  3  (BR)  773  (D) 

—  the  emerging  role  of  the  occupational 
physician  in  preventive  medicine, 
health  promotion  and  health  education 
104(F) 

—  health  carnival:  an  experiment  in  health 
education  253  (Ap) 

—  occupational  medicine  in  the  People's 
Republic  of  China  553  (Au) 
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Education  and  Training  (cont ) 

Elderly 

—  adult  development:  challenges  for 
counseling  (SR)  487  ()l) 

—  age  effect  in  hearing  —  a  comparative 
analysis  of  published  threshold  data 
(SR)  110(F) 

—  drugs  and  the  aged  (BR)  706  (N) 

—  preretirement  planning:  does  it  prevent 
postretirement  shock?  (SR)  758  (N) 

—  surgical  problems  in  the  aged  (BR)  650 

(O) 

—  thirty  years  of  psychological  research 
on  age  and  work  (SR)  621  (S) 

Environmental  Health 

—  the  association  between  parental  occu¬ 
pation  and  childhood  malignancy  792 
(D) 

—  clinical  occupational  health  inquiry 
(OM  Forum)  713  (N) 

—  coal  conversion  technologies:  some 
health  and  environmental  effects  (SR) 
486  01) 

—  a  comprehensive  health  program  in  a 
manganese  ore  mining  community  in 
the  Amazon  region  of  Brazil  342  (My) 

—  environmental  health  criteria  —  12  — 
noise  (BR)  775  (D) 

—  field  worker  exposure  during  pesticide 
application  studies  in  environmental 
science  (BR)  706  (N) 

—  health  implications  of  increased  coal 
use  in  the  western  states  (SR)  59  (Ja) 

—  hexachlorocylopentadiene  contamina¬ 
tion  of  municipal  wastewater  treatment 
plant  (SR)  823  (D) 

—  occupational  medicine  in  a  developing 
society:  a  case  study  of  Venezuela  30 
()a) 

—  the  right  to  know;  the  duty  to  inform 
433  01) 

—  toxicology  inquiry  (OM  Forum)  713 
(N) 

—  the  use  of  a  safety  factor  in  setting 
health  based  permissible  levels  for  oc¬ 
cupational  exposure  (SR)  109  (F) 

Epidemiology 

—  acute  toxicity  of  methyl  fluorosulfo- 
nate:  magic  methyl  (SR)  348  (My) 

—  an  analysis  of  the  mortality  of  workers 
in  a  nuclear  facility  (SR)  823  (D) 

—  arsine  poisoning  820  (D) 

—  asbestos  disease  in  Finland  751  (N) 

—  the  association  between  parental  occu¬ 
pation  and  childhood  malignancy  792 
(D) 

—  breast  cancer  mortality  among  PVC 
fabricators  677  (O) 

—  calculation  of  a  safety  factor  in  setting 
health  based  permissible  levels  for  oc¬ 
cupational  exposure.  II  Comparison  of 
extrapolated  and  published  permissible 
levels  (SR)  58  (|a) 

—  a  case-control  study  of  prostate  cancer 
within  a  cohort  of  rubber  and  tire 
workers  533  (Au) 

—  the  case-referent  (case-control)  study  in 
occupational  health  epidemiology  (SR) 
108  (F) 

—  cause-specific  mortality  among  news¬ 
paper  web  pressmen  542  (Au) 

—  causes  of  death  among  lumberjacks  — 
a  pilot  study  403  ()e) 

—  the  cigarette  factor  in  lung  cancer  due 
to  chloromethyl  ethers  527  (Au) 

—  determination  of  the  tumorigenic  po- 
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tential  of  methylene-bis-orthochloroan- 
iline  (SR)  349  (My) 

—  DBCP  and  testicular  effects  in  chemical 
workers:  an  epidemiological  survey  in 
Midland,  Michigan  727  (N) 

—  diesel  exhaust  —  an  occupational  car¬ 
cinogen?  41  (Ja) 

—  dose-response  and  immortality  in  SMR 
studies  (letter)  574  (S) 

—  the  environment  at  work  (BR)  581  (S) 

—  epidemiologic  study  questioned  (letter) 

770  (D)  and  authors'  response  (letter) 

771  (D) 

—  epidemiological  assessment  of  occupa¬ 
tionally  related,  chemically  induced 
sperm  count  suppression  77  (F) 

—  epidemiologic  study  of  workers  exposed 
to  acrylonitrile  245  (Ap) 

—  foundations  of  epidemiology  (BR)  709 
(N) 

—  as  a  guide  to  clinical  decisions:  the 
association  between  triglyceride  and 
coronary  heart  disease  (SR)  824  (D) 

—  guidelines  for  detection  of  hepatotoxi- 
city  due  to  drugs  and  chemicals  (BR) 
372  (je) 

—  health  evaluation  of  energy-generating 
sources  (SR)  486  (Jl) 

—  industrial  hygiene  inquiry  (OM  Forum) 
679  (O) 

—  long-term  effects  of  welding  fumes 
upon  respiratory  symptoms  and  pul¬ 
monary  function  337  (My) 

—  lung  cancer  and  the  petroleum  industry 
in  Lousiana  384  (je) 

—  lymphomas  and  occupational  benzene 
exposure  (SR)  108  (F) 

—  a  method  for  monitoring  the  fertility  of 

workers,  Pt  1  781  (D) 

—  a  mortality  analysis  of  employees 
engaged  in  the  manufacture  of  2,4,5- tri- 
chlorophenoxyacetic  acid  47  (ja) 

—  mortality  analysis  of  plumbers  and 
pipefitters  183  (Ma) 

—  mortality  of  chrysotile  asbestos  workers 
at  the  Balangero  mine,  northern  Italy 
(SR)  108  (F) 

—  mortality  experience  of  employees  ex¬ 
posed  to  2,3,7,8-tetrachlorodibenzo-p- 
dioxin  (TCDD)  530  (Au) 

—  a  mortality  survey  of  employees  en¬ 
gaged  in  the  development  or  manufac¬ 
ture  of  styrene- based  products  445  (jl) 

—  mortality  among  workers  in  the  metal 
polishing  and  plating  industry,  1951- 
1%9  158(Ma) 

—  newly  acquired  right  bundle-branch 
block:  the  Framingham  study  (SR)  418 
(je) 

—  non-invasive  magnetopneumographic 
estimation  of  lung  dust  loads  and  distri¬ 
bution  in  bituminous  coal  workers  61 3 
(S) 

—  an  occupation  and  exposure  linkage 
system  for  the  study  of  occupational 
carcinogenesis  722  (N) 

—  occupational  health  and  the  reality  of 
risk  —  an  eternal  dilemma  of  tragic 
choices  153  (Ma) 

—  occupational  symptoms  among  com¬ 
post  workers  256  (Ap) 

—  probability  window  analysis  and  lung 
cancer  in  chromate  workers  (letter) 
302  (My) 

—  radiographic  changes  following  asbes¬ 
tos  exposure:  experience  with  7,500 


workers  15  (ja) 

—  the  relationship  of  biological  indices  of 
lead  exposure  to  the  health  status  of 
workers  in  a  secondary  lead  smelter 
475  01) 

—  role  of  altered  heme  synthesis  in  lead 
neurotoxicity  680  (O) 

—  the  role  of  hypersensitivity  and  the  im¬ 
mune  response  in  influencing  suscepti¬ 
bility  to  metal  toxicity  (SR)  620  (S) 

—  serum  and  urinary  beta-2-microglobulin 
among  cadmium-exposed  workers 
399  (je) 

—  sex  and  occupational  differences  in 
hospitalization  rates  among  Navy  en¬ 
listed  personnel  685  (O) 

—  sinonasal  cancer .  and  occupation:  a 
case-control  study  (SR)  756  (N) 

—  solvent-induced  occupational  myopa¬ 
thy  603  (S) 

—  a  statistical  method  for  testing  epidemi¬ 
ological  results  as  applied  to  the  Harv 
ford  worker  population  (SR)  107  (F) 

—  still  more  on  SMR  (letter)  364  (je) 
and  author's  response  (letter)  369  (je) 

—  studies  on  occupational  health:  a  cri¬ 
tique  171  (Ma) 

—  subclinical  effects  of  chronic  increased 
lead  absorption  —  a  prospective  study, 
Pt.  3  607  (S) 

—  variations  of  nickel  in  plasma  and  urine 
during  the  work  period  597  (S) 

Epoxy  Resins 

—  penetration  of  protective  gloves  by 
epoxy  resin  (SR)  620  (S) 

Exercise 

—  exercise  stress  testing  (SR)  109  (F) 

Eyes 

—  clinical  occupational  health  inquiry 
(OM  Forum)  780  (D) 

—  eye  malformations  in  rats:  induction  by 
prenatal  exposure  to  nickel  carbonyl 
(SR)  60  (ja) 

—  the  risk  of  retina  damage  from  high  in¬ 
tensity  light  sources  (SR)  620  (S) 

F 

Fertility 

—  a  fertility  study  of  male  employees  en¬ 
gaged  in  the  manufacture  of  glycerine 
87  (F) 

—  a  method  for  monitoring  the  fertility  of 

workers,  Pt.  1  781  (D) 

—  recovery  of  testicular  function  among 
DBCP  workers  177  (Ma) 

Fibrosis 

—  progressive  massive  fibrosis  developing 
after  brief  coal  dust  exposure:  evalua¬ 
tion  with  CT  ‘canning  and  radionuclide 
angiocardiography  21  (ja) 

Firefighters 

—  effect  of  health  maintenance  programs 
on  Los  Angeles  city  firefighters  667 
(O) 

Fluorides 

—  subacute  fluorosis  (SR)  261  (Ap) 

Food  Additives 

—  artifical  sweeteners  and  cancer  of  the 
lower  urinary  tract  (SR)  417  (je) 

G 

Genetics 

—  cold-induced  profuse  sweating  on  back 
and  chest,  a  new  genetic  entity  (SR) 
619  (S) 

—  inherited  elevation  of  alkaline  phospha- 

Annual  Index 


Genetics  (cont.) 

tase  activity  in  the  absence  of  disease 
(SR)  191  (Ma) 

H 

Handicapped 

—  boating  for  the  handicapped  (BR)  581 
(S) 

—  clinical  occupational  health  inquiry 
(OM  Forum)  778  (D) 

—  manual  for  functional  training  (BR) 

709  (N) 

Health  Care  Management 

—  the  administration's  program  for  health 
cost  containment  (SR)  621  (S) 

—  administrative  inquiry  (OM  Forum) 

713  (N) 

—  affirmative  action  and  corporate  emo¬ 
tional  health  programs  653  (O) 

—  blood  pressure  control  programs  on  and 
off  the  worksite  167  (Ma) 

—  a  comprehensive  health  program  in  a 
manganese  ore  mining  community  in 
the  Amazon  region  of  Brazil  342  (My) 

—  cost  of  hypertension  control  at  the 
workplace  795  (D) 

—  effect  of  health  maintenance  programs 
on  Los  Angeles  city  firefighters  667 
(O) 

—  the  emerging  role  of  the  occupational 
physician  in  preventive  medicine, 
health  promotion  and  health  education 
104(F) 

—  factors  influencing  recruitment  to  an 
occupational  fitness  program  389  ()e) 

—  health  carnival:  an  experiment  in  health 
education  253  (Ap) 

—  an  in-house  industrial  counseling  pro¬ 
gram:  the  Northwest  Bell  Telephone 
Company  experience  35  (Ja) 

—  managerial  responses  to  mental  disor¬ 
ders  among  employees  309  (My) 

—  nurse/health  counseling  model  for  a 
successful  alcoholism  assistance  pro¬ 
gram  545  (Au) 

—  occupational  ill-health  —  a  review  of 
the  symptoms  and  signs  465  ()l)  and  a 
critique  471  ()l) 

—  outcome  with  alcoholics  seeking  treat¬ 
ment  voluntarily  or  after  confrontation 
by  their  employer  83  (F) 

—  optimization  of  mobile  multiphasic 
health  testing  180  (Ma) 

—  the  right  to  know;  the  duty  to  inform 
433  (Jl) 

—  twenty-five  years  of  rehabilitation  of 
employees  with  drinking  problems  241 
(Ap) 

—  the  use  of  meditation- relaxation  tech¬ 
niques  for  the  management  of  stress  in 
a  working  population  221  (Ap) 

—  yes,  management,  your  medical  depart¬ 
ment  can  affect  the  "bottom  line"  232 
(Ap) 

Hearing  Loss 

—  age  effect  in  hearing  —  a  comparative 
analysis  of  published  threshold  data 
(SR)  110(F) 

—  high-frequency  audiometry  and  noise- 
induced  hearing  loss  (SR)  487  ()l) 

—  influence  of  exposure  time  and  age  on 
noise-induced  hearing  loss,  observa¬ 
tions  in  25,544  industrial  workers  (SR) 
110(F) 

—  noise-induced  hearing  loss  and  blood 
pressure  (SR)  419  ()e) 
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—  study  of  the  hearing  losses  of  industrial 
workers  with  occupational  noise  expo¬ 
sure,  using  statistical  methods  for  the 
analysis  of  qualitative  data  (SR)  110 
(F) 

Heart  Disease 

—  acute  coronary  insufficiency  —  coro¬ 
nary  occlusion  after  intermittent 
ischemic  attacks  (SR)  757  (N) 

—  autopsy-proven  coronary  atherosclero¬ 
sis  in  marathon  runners  (SR)  109  (F) 

—  cardiac  arrhythmias  and  blood  levels 
associated  with  inhalation  of  Halon 
1301  (SR)  349  (My) 

—  chronic  nonparoxysmal  sinus  tachycar¬ 
dia  in  otherwise  healthy  persons  (SR) 
109(F) 

—  coronary  artery  spasm  (SR)  60  (Ja) 

—  epidemiology  as  a  guide  to  clinical 
decisions:  the  association  between  tri¬ 
glyceride  and  coronary  heart  disease 
(SR)  824  (D) 

—  open-heart  surgery  at  the  Mayo  Clinic 
(SR)  560  (Au) 

—  paternal  history  of  coronary  heart 
disease  reported  by  marathon  runners 
(SR)  60  0  a) 

—  protective  effect  of  propranolol  in 
threatened  myocardial  infarction  (SR) 
350  (My) 

—  psychosexual  adjustments  and  counsel¬ 
ing  after  myocardial  infarction  (SR) 
824  (D) 

—  the  repetitive  ventricular  response  in 
man  (SR)  350  (My) 

—  type  A  coronary-prone  behavior  and 
stress  in  senior  female  managers  and 
administrators  801  (D) 

—  type  A  coronary-prone  behavior  in  the 
work  environment  375  (je) 

—  type  A  coronary  prone  behavior  in  the 
work  environment  (letter)  769  (D)  and 
author's  response  (letter)  769  (D) 

—  the  work  evaluation  of  the  cardiac  pa¬ 
tient  715  (N) 

Hepatitis 

—  hepatitis  B  virus  exposure  of  hospital 
staff  593  (S) 

Herpes  Simplex 

—  herpetism  (SR)  485  (jl) 

Hormones 

—  a  fertility  study  of  male  employees  en¬ 
gaged  in  the  manufacture  of  glycerine 
87  (F) 

—  recovery  of  testicular  function  among 
DBCP  workers  177  (Ma) 

Hospital  Workers 

—  hepatic  and  renal  effects  of  low  con¬ 
centrations  of  methoxyflurane  in  ex¬ 
posed  del  i very  ward  personnel  81 7  (D) 

—  hepatitis  B  virus  exposure  of  hospital 
staff  593  (S) 

—  radiation  safety  in  a  nuclear  medicine 
department  (SR)  486  (Jl) 

Hydrocarbons 

—  diesel  exhaust  —  an  occupational  car¬ 
cinogen?  41  (Ja) 

—  a  mortality  survey  of  employees  en¬ 
gaged  in  the  development  or  manufac¬ 
ture  of  styrene-  based  products  445  ( J I) 

Hypertension 

—  blood  pressure  control  programs  on  and 
off  the  worksite  167  (Ma) 

—  clonidine  (SR)  350  (My) 

—  cost  of  hypertension  control  at  the 
workplace  795  (D) 
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—  increased  absenteeism  after  the  detec¬ 
tion  and  labeling  of  hypertensive  pa¬ 
tients  (SR)  260  (Ap) 

—  methodological  and  practical  issues 
related  to  shiftwork  research  163  (Ma) 

—  occupational  stress  and  managers  588 

(S) 

—  type  A  coronary-prone  behavior  in  the 
work  environment  375  (Je) 

—  the  use  of  meditation-relaxation  tech¬ 
niques  for  the  management  of  stress  in 
a  working  population  221  (Ap) 

Hypotfiyroidism 

—  hypothyroidism  in  workers  exposed  to 
polybrominated  biphenyls  (SR)  349 
(My) 

I 

Infection 

—  occupational  symptoms  among  com¬ 
post  workers  256  (Ap) 

Infectious  Diseases 

—  hepatitis  B  virus  exposure  of  hospital 
staff  593  (S) 

Infertility 

—  epidemiological  assessment  of  occupa¬ 
tional  related,  chemically  induced 
sperm  count  suppression  77  (F) 

—  recovery  of  testicular  function  among 
DBCP  workers  177  (Ma) 

J 

Jewelry  Workers 

—  cause  of  death  among  jewelry  workers 
733  (N) 

Job  Satisfaction 

—  interindividual  differences  in  adjust¬ 
ment  to  shift  work  (SR)  560  (Au) 

L 

Laboratory  Tests 

—  acute  exposure  of  laboratory  mice  to 
manganese  oxide  (SR)  756  (N) 

—  cardiac  arrhythmias  and  blood  levels 
associated  with  inhalation  r'f  Halon 
1301  (SR)  349  (My) 

—  a  cohort  study  on  workers  exposed  to 
trichloroethylene  737  (N) 

—  cytological  detection  of  a  peripheral 
lung  carcinoma  in  a  coke  oven  worker 
413  (Je) 

—  factors  that  affect  clinical  laboratory 
values  316  (My) 

—  embryotoxicity  and  fetotoxicity  of  in¬ 
haled  or  ingested  vinylidine  chloride  in 
rats  and  rabbits  (SR)  348  (My) 

—  hepatic  and  renal  effects  of  low  con¬ 
centrations  of  methoxyflurane  in  ex¬ 
posed  delivery  ward  personnel  81 7  (D) 

—  Hodgkins'  disease  (SR)  260  (Ap) 

—  initial  National  Cancer  Institute  studies 
on  mutagenesis  as  a  prescreen  for 
chemical  carcinogens:  an  appraisal 
(SR)  347  (My) 

—  longitudinal  evaluation  of  an  exercise 
prescription  intervention  program  with 
p)eriodic  ergometric  testing:  a  ten-year 
appraisal  235  (Ap) 

—  selection  of  carcinogens  and  related 
compounds  tested  for  mutagenic  activi¬ 
ty  (SR)  347  (My) 

—  serum  and  urinary  beta-2-microglobulin 
among  cadmium-exposed  workers 
399  (Je) 

—  variations  of  nickel  in  plasma  and  urine 
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Laboratory  Tests  (cont.) 

during  the  work  period  597  (S) 

Lead 

—  absorption  study  questioned  (letter) 

206  (Ap)  and  authors'  response  (letter) 

207  (Ap) 

—  assessment  of  renal  function  of  workers 
exposed  to  inorganic  lead,  cadmium  or 
mercury  vapor  741  (N) 

—  electroohysiology  and  nerve  biopsy  in 
men  exp'osed  to  lead  (SR)  58  ()a) 

—  exposure  to  lead  in  firing  ranges  (SR) 
259  (Ap) 

—  the  relationship  of  lead  exposure  to  the 
health  status  of  workers  in  a  secondary 
lead  smelter  475  ()l) 

—  role  of  altered  heme  synthesis  in  lead 
neurotoxicity  680  (O) 

—  subclinical  effects  of  chronic  increased 
lead  absorption  —  a  prospective  study, 
Pt  3  607  (S) 

—  toxicity  (BR)  773  (D) 

Legionnaires'  Disease 

—  an  outbreak  of  Legionnaires'  disease 
associated  with  a  contaminated  air- 
conditioning  cooling  tower  (SR)  418 
()e) 

Legislation 

—  the  law  in  conflict;  another  view  (letter) 

509  (Au)  and  author's  response  (letter) 

510  (Au) 

—  occupational  ill-health  —  a  review  of 
the  symptoms  and  signs  465  ()l)  and  a 
critique  471  ()l) 

—  the  unions  speak  on  waiver  of  liability 
(letter)  770  (D) 

Lumberjacks 

—  causes  of  death  among  lumberjacks  — 
a  pilot  study  403  ()e) 

M 

Manganese 

—  a  comprehensive  health  program  in  a 
manganese  ore  mining  community  in 
the  Amazon  region  of  Brazil  342  (My) 

Marathon  Runners 

—  autopsy-proven  coronary  atherosclero¬ 
sis  in  marathon  runners  (SR)  109  (F) 

—  paternal  history  of  coronary  heart 
disease  reported  by  marathon  runners 
(SR)  60  ()a) 

—  relation  of  diet  to  high-density  lipopro¬ 
tein  cholesterol  in  middle-aged  mara¬ 
thon  runners,  joggers  and  inactive  men 
(SR)  418  ()e) 

Medical  Profession 

—  psychiatric  illness  in  the  medical  profes¬ 
sion  (SR)  695  (O) 

—  psychiatric  illness  in  the  medical  profes¬ 
sion:  incidence  relation  to  sex  and  field 
of  practice  (SR)  559  (Au) 

Medication 

—  amikacin  serum  concentrations:  predic¬ 
tion  of  levels  and  dosage  guidelines  (SR) 
261  (Ap) 

—  clonidine  (SR)  350  (My) 

—  molsidomine  in  the  treatment  of  pa¬ 
tients  with  angina  pectoris  (SR)  418 
()e) 

—  protective  effect  of  propranolol  in 
threatened  myocardial  infarction  (SR) 
350  (My) 

Mental  Health 

—  affirmative  action  and  corporate  emo¬ 
tional  health  programs  653  (O) 

—  exposure  to  polybrominated  biphenyls: 
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some  effects  on  personality  and  cogni¬ 
tive  functioning  (SR)  259  (Ap) 

—  managerial  responses  to  mental  dis¬ 
orders  among  employees  309  (My) 

—  multiple  motivations  for  mid-career 
changes  (SR)  695  (O) 

—  nurse/health  counseling  model  for  a 
successful  alcoholism  assistance  pro¬ 
gram  545  (Au) 

—  occupational  stress  and  managers  588 

(S) 

—  pain  —  the  essence  of  a  mental  illness 
(BR)  709  (N) 

—  preretirement  planning:  does  it  prevent 
Dostretirement  shock?  (SR)  758  (N) 

—  psychological  factors  inhibiting 
women's  occupational  aspirations  and 
vocational  choices:  implications  for 
counseling  (SR)  487  ()l) 

—  the  psychiatric  care  for  mentally  abnor¬ 
mal  employees  at  their  working  places; 
with  emphasis  on  the  role  of  the  psychi¬ 
atrist  in  an  occupational  setting  (SR) 
824  (D) 

—  psychiatric  illness  in  the  medical  profes¬ 
sion  (SR)  695  (O) 

—  psychiatric  illness  in  the  medical  profes¬ 
sion:  incidence  relation  to  sex  and  field 
of  practice  (SR)  ’559  (Au) 

—  the  psychological  meaning  of  work  (SR) 
758  (N) 

—  psychological  problems  of  students  (SR) 
487  01) 

—  reliability  in  human  work  activity  (SR) 
560  (Au) 

—  stress,  adjustment,  and  attrition  of  West 
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on  age  and  work  (SR)  621  (S) 

—  workmen's  compensation  benefits  dam¬ 
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824  (D) 
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—  acute  leukemia:  biology  and  treatment 
(SR)  486  01) 

—  the  case-referent  (case-control)  study  in 
occupational  health  epidemiology  (SR) 
108  (F) 

—  isometric  strength' testing  as  a  means  of 
controlling  medical  incidents  on 
strenuous  jobs  332  (My) 

—  a  method  for  monitoring  the  fertility  of 

workers,  Pt.  1  781  (D) 

—  methodological  and  practical  issues 
related  to  shiftwork  research  163  (Ma) 

—  methodological  issues  (letter)  703  (N) 
and  author's  response  (letter)  703  (N) 

—  quantitative  risk  assessment  321  (My) 

—  still  more  on  SMR  (letter)  364  (]e)  and 
author's  response  (letter)  369  ()e) 

—  studies  on  occupational  health:  a  cri¬ 
tique  171  (Ma) 

Middle  Age 

—  counseling  for  a  third  of  a  lifetime  (SR) 
621  (S) 

—  multiple  motivations  for  mid-career 
changes  (SR)  695  (O) 

—  relation  of  diet  to  high-density  lipopro¬ 
tein  cholesterol  in  middle-aged  mara¬ 
thon  runners,  joggers  and  inactive  men 
(SR)  418  ()e) 

Mutagenicity 

—  initial  National  Cancer  Institute  studies 
on  mutagenesis  as  a  prescreen  for 
chemical  carcinogens;  an  appraisal  (SR) 
347  (My) 


—  selection  of  carcinogens  and  related 
compounds  tested  for  mutagenic  activi¬ 
ty  (SR)  347  (My) 

N 

Nervous  System 

—  a  cohort  study  on  workers  exposed  to 
trichloroethylene  737  (N) 

—  electrophysiology  and  nerve  biopsy  in 
men  exposed  to  lead  (SR)  58  ()a) 

—  role  of  altered  heme  synthesis  in  lead 
neurotoxicity  6>80  (O) 

—  subclinical  effects  of  chronic  increased 
lead  absorption  —  a  prospective  study, 

Pt  3  607  (S) 

—  the  use  of  the  Optacon®  as  a  screening 
device  461  ()1) 

Newspaper  Web  Pressmen 

—  cause-specific  mortality  among  news¬ 
paper  web  pressmen  542  (Au) 

Nickel 

—  methodological  issues  (letter)  703  (N) 
and  author's  response  (letter)  703  (N) 

—  feeding  in  nickel  sensitive  patients  with 
hand  eczema  (SR)  823  (D) 

—  sensitivity:  relationship  between  history 
and  patch  tests  reaction  (SR)  756  (N) 

—  variations  of  nickel  in  plasma  and  urine' 
during  the  work  period  597  (S) 

Noise 

—  effects  of  noise  exposure  on  blood  cir¬ 
culation  and  respiration  of  man.  part  1: 
results  of  a  two-hour  noise  exposure  on 
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110(F) 

—  effects  of  steady-state  noise  upon 
human  hearing  sensitivity  from  8(XX)  to 
20,000  Hz  (SR)  694  (O) 

—  environmental  health  criteria  —  12  — 
noise  (BR)  775  (D) 

—  noise  and  blood  pressure:  effect  of 
lifelong  exposure  in  the  rat  (SR)  419 
()e) 

Noise  and  Hearing 

—  influence  of  exposure  time  and  age  on 
noise-induced  hearing  loss,  observation 
in  25,544  industrial  workers  (SR)  110 
(F) 

—  noise  effect  upon  the  spreading  of  the 
posttraumatic  progressive  necrosis  in 
the  organ  of  corti  (SR)  419  ()e) 

—  noise-induced  hearing  loss  and  blood 
pressure  (SR)  419  ()e) 

—  a  real-world  assessment  of  noise  ex¬ 
posure  (SR)  191  (Ma) 

—  a  seven-year  review  of  measured  hear¬ 
ing  levels  in  male  manual  steelworkers 
with  high  initial  thresholds  (SR)  419 
()e) 

—  study  of  the  hearing  losses  of  industrial 
workers  with  occupational  noise  ex¬ 
posure  using  statistical  methods  for  the 
analysis  of  qualitative  data  (SR)  110 
(F) 
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Occupational  Hazards 

—  dimethylthiourea,  an  unexpected 
hazard  for  textile  workers  (SR)  693  (O) 

—  health  evaluation  of  energy-generating 
sources  (SR)  486  ()1) 

—  quantitative  risk  assessment  321  (My) 

—  the  right  to  know;  the  duty  to  inform 
433  01) 

Occupational  Medicine 

—  absence  of  airway  hyperreactivity' to 
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Occupational  Medicine  (cont.) 

methacholine  in  a  worker  sensitized  to 
toluene  diisocyanate  (TDI)  327  (My) 
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779  (D) 

—  allied  health  education:  3  (BR)  773  (D) 

—  arsine  poisoning  820  (D) 

—  assessment  of  renal  function  of  workers 
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pation  and  childhood  malignancy  792 
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—  a  brief  history  of  HM  medical  inspec¬ 
torate  (BR)  650  (O) 

—  a  case-control  study  of  prostate  cancer 
within  a  cohort  of  rubber  and  tire 
workers  533  (Au) 

—  case  records  of  Massachusetts  general 
hospital;  case  47-1979  (SR)  260  (Ap) 

—  clinical  occupational  health  inquiry 
(OM  Forum)  780  (D) 

—  a  comprehensive  health  program  in  a 
manganese  ore  mining  community  in 
the  Amazon  region  of  Brazil  342  (My) 

—  controlled  clinical  trials  of  manipula¬ 
tion:  a  review  and  a  proposal  670  (O) 

—  cost  effectiveness  —  occupational 
medicine  (SR)  108  (F) 

—  cost  of  hypertension  control  at  the 
workplace  795  (D) 

—  current  developments  in  occupational 
health  in  Denmark  (letter)  430  ()l) 

—  in  a  developing  society:  a  case  study  of 
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—  diagnosis  of  alcoholism  with  a  self- 
administered  alcoholism  screening  test: 
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—  diesel  exhaust  —  an  occupational  car¬ 
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—  the  environment  at  work  (BR)  581  (S) 
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tionally  related,  chemically  induced 
sperm  count  suppression  77  (F) 

—  factors  influencing  recruitment  to  an 
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—  an  in-house  industrial  counseling  pro¬ 
gram:  the  Northwestern  Bell  Telephone 
Company  experience  35  ()a) 

—  isometric  strength  testing  as  a  means  of 
controlling  medical  incidents  on 
strenuous  jobs  332  (My) 

—  live,  work  and  be  healthy  (BR)  707  (N) 

—  localized  fatigue  in  accounting-ma¬ 


chine  operators  810  (D) 

—  a  method  for  monitoring  the  fertility  of 
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—  the  nonuniform  application  of  TLV's  as 
legal  workplace  standards  (SR) 

694  (O) 

—  no  smoke  (BR)  774  (D) 

—  nurse/health  counseling  model  for  a 
successful  alcoholism  program  545 
(Au) 
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822  (D) 
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—  occupational  ill-health  —  a  review  of 
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588  (S) 
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—  Patty's  industrial  hygiene  and  tox¬ 
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(O) 
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(Au) 
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try  601  (S) 

—  preventive  primary  medicine  reducing 
the  major  causes  of  mortality  (BR) 
709  (N) 

—  probability  window  analysis  and  lung 
cancer  in  chromate  workers  (letter) 
302  (My) 

—  the  relationship  to  alcoholism  of  oc¬ 
cupation,  class  and  employment  657 
(O) 

—  the  right  to  know;  the  duty  to  inform 
433  01) 

—  risk  of  stroke  in  asymptomatic  persons 
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—  sex  and  occupational  differences  in 
hospitalization  rates  among  Navy  en¬ 
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—  solvent-induced  occupational  myo¬ 
pathy  603  (S) 

—  standardized  checklist  suggested  for 
mobile  unit  audits  (letter)  702  (N) 

—  studies  on  occupational  health:  a  cri¬ 
tique  171  (Ma) 

—  toxicology:  the  basic  science  of  poisons 
(BR)  773  (D) 

—  trimethoprim-sulfamethoxazole  in  the 
United  States  (SR)  191  (Ma) 

—  the  use  of  a  safety  factor  in  setting 
health  based  permissible  levels  for  oc¬ 
cupational  exposure  (SR)  109  (F) 

—  Webster's  medical  office  handbook 
(BR)  650(0) 

—  women,  work,  and  health:  challenges  to 
corporate  policy  (BR)  650  (O) 

—  the  work  evaluation  of  the  cardiac  pa¬ 
tient  715  (N) 

—  yes,  management,  your  medical  depart¬ 
ment  can  affect  the  "bottom  line" 
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—  analysis  of  employees  engaged  in  the 
manufacture  of  2,  4,  5-tricholorphen- 
oxyacetic  acid  47  (|a) 

—  an  analysis  of  the  mortality  of  workers 
in  a  nuclear  facility  (SR)  823  (D) 

—  analysis  of  plumbers  and  pipefitters 
183  (Ma) 

—  another  view  (letter)  640  (O)  and 
authors'  response  (letter)  640  (O) 

—  among  automobile  assembly  workers, 

Pt.  1  520  (Au) 

—  bladder  cancer  and  dairy  farming  (let¬ 
ter)  576  (S) 

—  breast  cancer  in  female  radium  dial 
workers  first  emploved  before  1930 
583  (S) 

—  breast  cancer  mortality  among  PVC 
fabricators  677  (O) 

—  a  cohort  study  on  workers  exposed  to 
trichloroethylene  737  (N) 

—  comments  on  mortality  among  workers 
employed  in  petroleum  refining  and 
petrochemical  plants  (letter) 
638  (O) 

—  cancer  mortality  among  workers  ex¬ 
posed  to  zinc  chromate  paints  25  ()a) 

—  cause  of  death  among  jewelry 
workers  733  (N) 

—  cause-specific  mortality  among  news¬ 
paper  web  pressmen  542  (Au) 

—  causes  of  death  among  lumberjacks  — 
a  pilot  study  403  ()e) 

—  experience  of  employees  exposed  to  2. 
3,  7,  8-tetrachlorodibenzo-p-dioxin 
(TCDD)  530  (Au) 

—  experience  of  residents  in  the  neighbor¬ 
hood  of  an  asbestos  factory  (SR)  416 
()e) 

—  the  experience  of  workers  exposed  to 
tetrachlorodibenzodioxin  in  a  trichloro- 
phenol  process  accident  11  ()a) 

—  fatality  due  to  acute  systemic  fluoride 
poisoning  following  a  hydrofluoric  acid 
skin  burn  691  (O) 

—  lung  cancer  and  the  petroleum  industry 
in  Louisiana  384  ()e) 

—  questions  raised  by  study  on  cancer 
mortality  in  oil  refinery  workers  (letter) 
69  (F)  and  authors'  response  (letter)  69 
(F) 

—  survey  of  employees  engaged  in  the 
development  or  manufacture  of  sty¬ 
rene-based  products  445  ()1) 

—  among  workers  employed  in  petroleum 
refining  and  petrochemical  plants 
97  (F) 

—  among  workers  in  the  metal  polishing 
and  plating  industry,  1951-1969  158 
(Ma) 
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Pesticides 

—  DBCP  and  testicular  effects  in  chemical 
workers:  an  epidemiological  survey  in 
Midland,  Michigan  727  (N) 

—  epidemiological  assessment  of  occupa¬ 
tionally  related,  chemically  induced 
sperm  count  suppression  77  (F) 

—  a  fatal  episode  of  accidental  methomyl 
poisoning  (SR)  258  (Ap) 

—  field  worker  exposure  during  pesticide 
application  studies  in  environmental 
science  (BR)  706  (N) 

—  a  mortality  analysis  of  employees 
engaged  in  the  manufacture  of  2,  4  5- 
trichlorophenoxyacetic  acid  47  ()a) 


Journal  of  Occupational  Medicine/Vol.  22,  No.  12/December  1980 


837 


Pesticides  (cont.) 

—  recovery  of  testicular  function  among 
DBCP  workers  177  (Ma) 

Petroleum 

—  lung  cancer  and  the  petroleum  industry 
in  Louisiana  384  (|e) 

—  mortality  among  workers  employed  in 
petroleum  refining  and  petrochemical 
plants  87  (F) 

Pharmacology 

—  cefazolin  (SR)  419  ()e) 
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—  administrative  inquiry  (OM  Forum) 
712  (N) 

—  boating  for  the  handicapped  (BR) 
581  (S) 

—  effect  of  health  maintenance  programs 
on  Los  Angeles  city  firefighters 
667  (O) 

—  factors  influencing  recruitment  to  an 
occupational  fitness  program  389  ()e) 

—  increased  insulin  sensitivity  and  insulin 
binding  to  monocytes  after  physical 
training  (SR)  260  (Ap) 

—  longitudinal  evaluation  of  an  exercise 
prescription  intervention  program  with 
periodic  ergometric  testing:  a  ten-year 
appraisal  235  (Ap) 

Physiology 

—  dermatoses  of  the  neck  affecting  violin 
and  viola  players  (fiddler's  neck  and 
contact  dermatitis)  (SR)  823  (D) 

—  localized  fatigue  in  accounting-ma¬ 
chine  operators  810  (D) 

Preemployment  Examinations 

—  before  is  better  (letter)  10  ()a) 

—  clinical  occupational  health  inquiry 
(OM  Forum)  649  (O) 

—  clinical  occupational  health  inquiry 
(OM  Forum)  712  (N) 

—  clinical  occupational  health  inquiry 
(OM  Forum)  778  (D) 

—  the  importance  of  pre-employment  ex¬ 
amination  in  the  prevention  and  control 
of  occupational  skin  disease  407  ()e) 

—  incidence  of  low  back  pain  and  pre¬ 
placement  x-ray  screening  515  (Au) 

—  isometric  strength  testing  as  a  means  of 
controlling  medical  incidents  on 
strenuous  jobs  332  (My) 

—  optimization  of  mobile  multiphasic 
health  testing  180  (Ma) 

—  standardized  checklist  suggested  for 
mobile  unit  audits  (letter)  702  (N) 

Preventive  Medicine 

—  ambulatory  medical  care:  a  comparison 
of  internists  and  family-general  practi¬ 
tioners  (SR)  350  (My) 

—  before  is  better  (letter)  10  ()a) 

—  blood  pressure  control  programs  on  and 
off  the  worksite  167  (Ma) 

—  the  emerging  role  of  the  occupational 
physical  in  preventive  medicine,  health 
promotion  and  health  education  104 
(F) 

—  health  carnival:  an  experiment  in  health 
education  253  (Ap) 

—  hepatitis  B  virus  exposure  of  hospital 
staff  593  (S) 

—  the  importance  of  pre-employment  ex¬ 
amination  in  the  prevention  and  control 
of  occupational  skin  disease  407  (|e) 

—  incidence  of  low  back  pain  and  pre¬ 
placement  x-ray  screening  515  (Au) 

—  optimization  of  mobile  multiphasic 
health  testing  180  (Ma) 


—  the  periodic  health  examination:  1980 
—  approach  of  the  Canadian  task  force 
to  the  periodic  health  examination 
(editorials  and  notes)  (SR)  695  (O) 

—  preventive  primary  medicine  reducing 
the  major  causes  of  mortality  (BR) 
709  (N) 

—  the  right  to  know;  the  duty  to  inform 
433  (Jl) 

Psychiatry 

—  adult  development:  challenges  for 
counseling  (SR)  487  ()l) 

—  counseling  for  a  third  of  a  lifetime  (SR) 
621  (S) 

—  an  in-house  industrial  counseling  pro¬ 
gram:  the  Northwestern  Bell  Telephone 
Company  experience  35  ()a) 

—  managerial  responses  to  mental  dis¬ 
orders  among  employees  309  (My) 

—  obsessions:  source  of  inefficiency  in  the 
workplace  410  (Je) 

—  pain  —  the  essence  of  a  mental  illness 
(BR)  707  (N) 

—  the  psychiatric  care  for  mentally  abnor¬ 
mal  employees  at  their  working  places: 
with  emphasis  on  the  role  of  the  psychi¬ 
atrist  in  an  occupational  setting  (SR) 
824  (D) 

—  psychological  problems  of  students 
(SR)  487  01) 

—  the  relationship  to  alcoholism  of  occu¬ 
pation,  class  and  employment  657  (O) 

—  the  use  of  meditation-relaxation  tech¬ 
niques  for  the  management  of  stress  in 
a  working  population  221  (Ap) 

Pulmonary  Function 

—  absence  of  airway  hyperreactivity  to 
methacholine  in  a  worker  sensitized  to 
toluene  diisocyanate  (TDI)  327  (My) 

—  asbestos  disease  in  Finland  751  (N) 

—  asbestos  exposure,  cigarette  smoking 
and  death  rates  (SR)  190  (Ma) 

—  case  records  of  Massachusetts  general 
hospital;  case  47-1979  (SR)  260  (Ap) 

—  the  cigarette  factor  in  lung  cancer  due 
to  chloromethyl  ethers  527  (Au) 

—  the  clinical  significance  of  ferruginous 
bodies  in  sputa  92  (F) 

—  cytological  detection  of  a  peripheral 
lung  carcinoma  in  a  coke  oven 
worker  413  ()e) 

—  epidemiologic  study  questioned  (letter) 

770  (D)  and  authors'  response  (letter) 

771  (D) 

—  fatality  due  to  acute  systemic  fluoride 
poisoning  following  a  hydrofluoric  acid 
skin  burn  691  (O) 

—  gastrointestinal  carcinoma  and  occur¬ 
rence  of  pleural  plaques  on  pulmonary 
x-ray  806  (D) 

—  long-term  effects  of  welding  fumes 
upon  respiratory  symptoms  and  pul¬ 
monary  function  337  (My) 

—  lung  cancer  and  coalworkers'  pneumo¬ 
coniosis  (SR)  191  (Ma) 

—  lung  cancer  and  the  petroleum  industry 
in  Louisiana  384  ()e) 

—  lung  function  among  employees  of  a 
copper  mine  smelter  lack  of  effect  of 
chronic  sulfur  dioxide  exposure  438 
(ID 

—  mortality  among  automobile  assembly 

workers,  Pt  1  520  (Au) 

—  non-invasive  magnetopneumographic 
estimation  of  lung  dust  loads  and  distri¬ 
bution  in  bituminous  coal  workers  61 3 


(S) 

—  opportunistic  lung  infection  due  to 
"Pittsburgh  pneumonia  agent"  (SR) 
191  (Ma) 

—  progressive  massive  fibrosis  developing 
after  brief  coal  dust  exposure:  evalua¬ 
tion  with  CT  scanning  and  radionuclide 
angiocardiography  21  ()a) 

—  radiographic  changes  following  as¬ 
bestos  exposure:  experience  with  7,500 
workers  15()a) 

—  smelter  workers  study  defective  (letter) 
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(Ma) 
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—  racial  differences  in  melanoma  in¬ 
cidence  (SR)  756  (N) 

Radiation 

—  breast  cancer  in  female  radium  dial 
workers  first  employed  before  1930 
583  (S) 

—  estimates  of  potential  radiation  doses 
from  wristwatches  containing  tritium 
gas  (SR)  59  ()a) 

—  radiation  safety  in  a  nuclear  medicine 
department  (SR)  486  ()l) 

—  the  use  of  DTPA  as  a  treatment  for 
plutonium  inhaled  in  mixed  oxide  aero¬ 
sols  of  plutonium  and  sodium  (SR) 
59  (la) 

—  a  fluoroscopic  burn  to  a  patient's  right 
hand  sustained  in  removing  a  sewing 
needle  —  a  22-year  follow-up  (SR) 
59  (Ja) 

—  the  risk  of  retina  damage  from  high  in¬ 
tensity  light  sources  (SR)  620  (S) 

Radionuclides 

—  early  distribution  and  excretion  of  ”’U 
in  the  beagle  (SR)  108  (F) 

—  noninvasive  assessment  of  myocardial 
function  (SR)  350  (My) 

—  progressive  massive  fibrosis  developing 
after  brief  coal  dust  exposure:  evalu¬ 
ation  with  CT  scanning  and  radio¬ 
nuclide  angiocardiography  21  (|a) 

Recordkeeping 

—  an  occupation  and  exposure  linkage 
system  for  the  study  of  occupational 
carcinogenesis  722  (N) 

Rehabilitation 

—  live,  work  and  be  healthy  (BR)  707  (N) 

—  manual  for  functional  training  (BR) 
709  (N) 

—  outcome  with  alcoholics  seeking  treat¬ 
ment  voluntarily  or  after  confrontation 
by  their  employer  83  (F) 

—  psychosexual  adjustments  and  counsel¬ 
ing  after  myocardial  infarction  (SR) 
824  (D) 

—  the  shoulder  in  hemiplegia  (BR)  581  (S) 

—  twenty-five  years  of  rehabilitation  of 
employees  with  drinking  problems 
241  (Ap) 

Renal  Function 

—  acute  renal  failure  and  Maneb  (man¬ 
ganous  ethylenebis  [dithiocarbamate]) 
exposure  (SR)  258  (Ap) 

—  amikacin  serum  concentrations:  predic¬ 
tion  of  levels  and  dosage  guidelines  (SR) 
261  (Ap) 

—  assessment  of  renal  function  of  workers 
exposed  to  inorganic  lead,  cadmium  or 
mercury  vapor  741  (N) 

—  hemolysis,  renal  failure,  and  local 

Annual  Index 


838 


Renal  Function  (cont.) 

necrosis  following  scorpion  sting  (SR) 
259  (Ap) 

—  the  relationship  of  biological  indices  of 
lead  exposure  to  the  health  status  of 
workers  in  a  secondary  lead  smelter 
475  (ID 

—  serum  and  urinary  beta-2-microglobulin 
among  cadmium-exposed  workers 
399  (le) 

Reproductive  System 

—  a  case-control  study  of  prostate  cancer 
within  a  cohort  of  rubber  and  tire 
workers  533  (Au) 

—  DBCP  and  testicular  effects  in  chemical 
workers:  an  epidemiological  survey  in 
Midland,  Michigan  727  (N) 

—  epidemiological  assessment  of  occupa- 

.  tionally  related,  chemically  induced 

sperm  count  suppression  77  (F) 

—  recovery  of  testicular  function  among 
DBCP  workers  177  (Ma) 

Reproduction 

—  a  fertility  study  of  male  employees 
engaged  in  the  manufacture  of  gly¬ 
cerine  87  (F) 

Respiratory  Diseases 

—  absence  of  airway  hyperreactivity  to 
methacholine  in  a  worker  sensitized  to 
toluene  diisocyanate  (TDI)  327  (My) 

—  cancer  mortality  among  workers  ex¬ 
posed  to  zinc  chromate  paints  25  ()a) 

—  long-term  effects  of  welding  fumes 
upon  respiratory  symptoms  and  pul¬ 
monary  function  337  (My) 

Respiratory  System 

—  effects  of  noise  exposure  on  blood  cir¬ 
culation  and  respiration  of  man  part  1: 
results  of  a  two-hour  noise  exposure  on 
groups  of  younger  and  older  people  (SR) 
110(F) 

—  small  airvyays  disfunction  in  non- 
smokers  chronically  exposed  to  tobac¬ 
co  smoke  (SR)  620  (S) 

Risk  Assessment 

—  occupational  health  and  the  reality  of 
risk  —  an  eternal  dilemma  of  tragic 
choices  153  (Ma) 

—  quantitative  risk  assessment  321  (My) 

S 

Shiftwork 

—  interindividual  differences  in  adjust¬ 
ment  to  shift  work  (SR)  560  (Au) 

—  methodological  and  practical  issues 
related  to  shiftwork  research  163  (Ma) 

Smelters 

—  lung  function  among  employees  of  a 
copper  mine  smelter:  lack  of  effect  of 
chronic  sulfur  dioxide  exposure  438 
01) 

—  the  relationship  of  biological  indices  of 
lead  exposure  to  the  health  status  of 
workers  in  a  secondary  lead  smelter 
475  (Jl) 

—  smelter  workers  study  defective  (letter) 
143  (Ma)  and  author's  response  143 
(Ma) 

Smoking 

—  the  cigarette  factor  in  lung  cancer  due 
to  chloromethyl  ethers  527  (Au) 

—  the  clinical  significance  of  ferruginous 
bodies  in  sputa  92  (F) 

—  no  smoke  (BR)  774  (D) 

—  organiser's  handbook  for  the  occupa¬ 
tional  quit  smoking  programme  (BR) 


774  (D) 

—  small-airways  disfunction  in  non- 
smokers  chronically  exposed  to  tobac¬ 
co  smoke  (SR)  620  (S) 

Steroids 

—  use  of  Medijector  disputed  (letter) 
508(A) 

Stress 

—  affirmative  action  and  corporate  emo¬ 
tional  health  programs  653  (O) 

—  exercise  stress  testing  (SR)  109  (F) 

—  industrial  accidents  and  recent  life 
events  53  ()a) 

—  job  stress  and  career  development  in 
new  public  professionals  (SR)  758  (N) 

—  localized  fatigue  in  accounting-ma¬ 
chine  operators  810(D) 

—  occupational  stress  and  managers  588 
(  S) 

—  stress,  adjustment,  and  attrition  of  West 
Point:  clinical  aspects  (SR)  696  (O) 

—  type  A  coronary-prone  behavior  and 
stress  in  senior  female  managers  and 
administrators  801  (D) 

—  type  A  coronary- prone  behavior  in  the 
work  environment  375  ()e) 

Styrene 

—  a  mortality  survey  of  employees  en¬ 
gaged  in  the  development  or  manufac¬ 
ture  of  styrene-based  products  445  ()l) 

Sulfur  Dioxide 

—  lung  function  amng  employees  of  a 
copper  mine  smelter:  lack  of  effect  of 
chronic  sulfur  dioxide  exposure  438 
(ID 

Surgery 

—  metal  allergy  and  the  surgical  patient 
(SR)  560  (Au) 

—  microsurgical  removal  of  lumbar 
herniated  nucleus  pulposus  (SR)  192 
(Ma) 

—  open-heart  surgery  at  the  Mayo  Clinic 
(SR)  560  (Au) 

—  Raynaud's  phenomenon  (SR)  192  (Ma'. 

—  subclavian  vein  —  golden  route  (SR) 
560  (Au) 

—  surgical  problemi,  in  the  aged  (BR) 
650  lO) 

—  total  hip  arthroplasty  (SR)  60  ()a) 

T 

Tetrachlorodibenzodioxin 

—  mortality  experience  of  employees  ex¬ 
posed  to  2,  3,  7,  8-tetracholordibenzo- 
p-dioxin  (TCDD)  530  (Au) 

—  the  mortality  experience  of  workers  ex¬ 
posed  to  tetrachlorodibenzodioxin  in  a 
trichlorophenol  process  accident  11 
(la) 

Therapy 

—  acute  leukemia:  biology  and  treatment 
(SR)  486  01) 

—  ambulatory  medical  care:  a  comparison 
of  internists  and  family-general  practi¬ 
tioners  (SR)  350  (My) 

—  cefazolin  (SR)  419  ()e) 

—  controlled  clinical  trials  of  manipula¬ 
tion:  a  review  and  a  proposal  670  (O) 

—  current  concepts:  topical  therapy  for 
acne  (SR)  419  ()e) 

—  molsidomine  in  the  treatment  of  pa¬ 
tients  with  angina  pectoris  (SR)  418 
(le) 

—  obsessions:  source  of  inefficiency  in  the 
workplace  410  ()e) 

—  opportunistic  lung  infection  due  to 


"Pittsburg  pneumonia  agent"  (SR)  191 
(Ma) 

—  twenty-five  years  of  rehabilitation  of 
employees  with  drinking  problems 
241  (Ap) 

—  the  use  of  meditation-relaxation  tech¬ 
niques  for  the  management  of  stress  in 
a  working  population  221  (Ap) 

—  the  work  evaluation  of  the  cardiac  pa¬ 
tient  71 5  (N) 

Toluene 

—  absence  of  airway  hyperreactivity  to 
methacholine  in  a  worker  sensitized  to 
toluene  diisocyanate  (TDI)  327  (My) 

—  toxic  effects  of  toluene:  a  new  cause  of 
high  anion  gap  metabolic  acidosis  (SR) 
259  (Ap) 

Toxicity 

—  arsine  poisoning  820  (D) 

—  lead  toxicity  (BR)  773  (D) 

—  role  of  altered  heme  syntheses  in  lead 
neurotoxicity  680  (O) 

Toxicology 

—  acute  renal  failure  and  Maneb 
(manganous  ethylenebis  [dithiocarba- 
mate])  exposure  (SR)  258  (Ap) 

—  acute  toxicity  of  methyl  fluorosulfon- 
ate:  magic  methyl  (SR)  348  (My) 

—  augmentation  of  myocardial  ischemia 
by  low  level  carbon  monoxide  ex¬ 
posures  in  dogs  (SR)  348  (My) 

—  the  basic  science  of  poisons  (BR)  773 
(D) 

—  carbon  monoxide  and  ventricular  fibril¬ 
lation  threshold  in  normal  dogs  (SR) 
348  (My) 

—  cardiac  arrhythmias  and  blood  levels 
associated  with  inhalation  of  Halon 
1301  (SR)  349  (My) 

—  exposure  to  polybrominated  biphenyls: 
some  effects  on  personality  and 
cognitive  functioning  (SR)  259  (Ap) 

—  a  fatal  episode  of  accidental  methomyl 
poisoning  (SR)  258  (Ap) 

—  hemolysis,  renal  failure,  and  local 
necrosis  following  scorpion  sting 
(SR)  259  (Ap) 

—  inhalation  toxicity  studies  with  1, 
3-butadiene,  2:  three  month  toxicity 
study  in  rats  (SR)  416  ()e) 

—  new  filter  compositions  for  the  analysis 
of  airborne  particulate  and  trace  metals 
(SR)  259  (Ap) 

—  Patty's  industrial  hygiene  and  toxicol¬ 
ogy  Vol  III:  theory  and  rationale  of  in¬ 
dustrial  hygiene  practice  (BR)  650  (O) 

—  solvent-induced  occupational  myopa¬ 
thy  603  (S) 

—  some  comments  on  the  toxicity  of  “’Pu 
(SR)  60  (la) 

—  subchronic  inhalation  toxicity  of 
nitromethane  and  2-nitropropane  (SR) 
348  (My) 

—  toxic  effects  of  toluene:  a  new  cause  of 
high  anion  gap  metabolic  acidosis  (SR) 
259  (Ap) 

—  toxicology  inquiry  (OM  Forum)  649 
(O) 

—  toxicology  inquiry  (OM  Forum)  712 

(N) 

—  toxicology  inquiry  (OM  Forum)  713 
(N) 

—  trimethoprim-sulfamethoxazole  in  the 
United  States  (SR)  191  (Ma) 

—  the  use  of  the  Optacon®  as  a  screening 
device  461  ()l) 


Journal  of  Occupational  Medicine/Vol.  22,  No.  12/December  1980 


839 


Toxicology  (cont ) 

Tumors 

—  Hodgkin's  disease  (SR)  260  (Ap) 

—  malignant  melanoma  of  the  skin  (SR) 
756  (N) 

—  mortality  analysis  of  plumbers  and 
pipefitters  183  (Ma) 

—  racial  differences  in  melanoma  in¬ 
cidence  (SR)  756  (N) 

—  variation  of  melanoma  incidence  with 
latitude  in  North  America  and  Europe 
(SR)  756  (N) 

U 

Unions 

—  blood  pressure  control  programs  on  and 
off  the  worksite  167  (Ma) 

—  the  law  in  conflict:  another  view  (letter) 

509  (Au)  and  author's  response  (letter) 

510  (Au) 

—  speak  on  waiver  of  liability  (letter)  770 
(D) 

Urology 

—  arsine  poisoning  820  (D) 

—  hepatic  and  renal  effects  of  low  con¬ 
centrations  of  methoxyflurane  in  ex¬ 
posed  delivery  ward  personnel  81 7  (D) 

—  serum  and  urinary  beta-2-microglobulin 
among  cadmium-exposed  workers 
399  ()e) 

—  variations  of  nickel  in  plasma  and  urine 
during  the  work  period  59  (S) 

V 

Veterinary  Hospitals 

—  waste  anesthetic  gas  and  vapor  ex¬ 
posures  in  veterinary  hospitals  and 
clinics  (SR)  486  01) 

Vibration 

—  real-time  ultrasonography:  diagnostic 
technique  of  choice  in  calculous  gall¬ 
bladder  disease  (SR)  758  (N) 

—  the  use  of  the  Optacon®  as  a  screenin.^ 
device  461  ()1) 

Vinyl  Cyanide 

—  epidemiologic  study  of  workers  exposed 
to  acrylonitrile  245  (Ap) 


A 

Abrams  HK:  Occupational  medicine  in  the 
People's  Republic  of  China  553  (Au) 
Adams  EE:  Breast  cancer  in  female  radium 
dial  workers  first  employed  before  1930 
583  (S) 

Adamson  H:  See  Crawford  RL  309  (My) 
Ahiman  K:  See  Huuskonen  MS  751  (N) 
Ahmad  D:  See  Williams  T)  21  ()a) 
Akbarkhanzadeh  F:  Long-term  effects  of 
welding  fumes  upon  respiratory  symp¬ 
toms  and  pulmonary  function  337 
(My) 

Alderman  MH:  Blood  pressure  control  pro¬ 
grams  on  and  off  the  worksite  167(Ma) 
Alderman  MH:  See  Ruchlin  HS  795  (D) 
Alexander  RW:  See  Mastbaum  L  601  (S) 
Andersen  I:  See  H^getveit  AC  597  (S) 
Anthony  DF:  See  Barnard  R)  667  (O) 
Archer  VE:  Smelter  workers  study  defective 
(letter)  143  (Ma) 

Arndt  DM:  See  Levine  R)  781  (D) 

840 


Vinyl  Chloride 

—  risk  of  angiosarcoma  in  workers  ex¬ 
posed  to  vinyl  chloride  as  predicted 
from  studies  in  rats  (SR)  486  ()l) 

W 

Women  at  Work 

—  breast  cancer  in  female  radium  dial 
workers  first  employed  before  1930 
583  (S) 

—  breast  cancer  among  PVC  fabricators 
677  (O) 

—  the  law  in  conflict:  another  view  (letter) 

509  (Au)  and  author's  response  (letter) 

510  (Au) 

—  localized  fatigue  in  accounting-ma¬ 
chine  operators  810  (D) 

—  psychological  factors  inhibiting 
women's  occupational  aspirations  and 
vocational  choices:  implications  for 
counseling  (SR)  487  ()1) 

—  sex  and  occupational  differences  in 
hospitalization  rates  among  Navy  en¬ 
listed  personnel  685  (O) 

—  type  A  coronary- prone  behavior  and 
stress  in  senior  female  managers  and 
administrators  801  (D) 

—  women,  work,  and  health:  challenges  to 
corporate  policy  (BR)  650  (O) 

Wood  Workers 

—  captafol  dermatitis  in  the  timber  in¬ 
dustry  (SR)  485  01) 

Work  Performance 

—  frustration:  a  disruptive  factor  in 
cooperation  and  performance  (SR) 
487  ()l) 

—  isometric  strength  testing  as  a  means  of 
controlling  medical  incidents  on 
strenuous  jobs  332  (My) 

-•  job  stress  and  career  development  in 
new  public  professionals  (SR)  758  (N) 

—  methodological  and  practical  issues 
related  to  shiftwork  research  163  (Ma) 

—  obsessions:  source  of  inefficiency  in  the 
workplace  410  ()e) 

—  occupational  stress  and  managers  588 

(S) 


—  outcome  with  alcoholics  seeking  treat¬ 
ment  voluntarily  or  after  confrontation 
by  their  employer  83  (F) 

—  the  psychological  meaning  of  work 
(SR)  758  (N) 

—  reliability  in  human  work  activity  (SR) 
560  (Au) 

—  type  A  coronary-prone  behavior  in  the 
work  environment  375  ()e) 

—  the  use  of  meditation-relaxation  tech¬ 
niques  for  the  management  of  stress  in 
a  working  population  221  (Ap) 

—  the  work  evaluation  of  the  cardiac  pa¬ 
tient  715  (N) 

Workmen's  Compensation 

—  adjudicators  defended  (letter)  508 
(Au) 

—  benefits  damages  for  "depressive  reac¬ 
tion"  (SR)  824  (D) 

—  occupational  ill-health  —  a  review  of 
the  symptoms  and  signs  465  (|l)  and  a 
critique  471  ()1) 

X 

X-rays 

—  basal  cell  epitheliomas  after  repeated 
fluoroscopic  examinations  of  the  chest 
(SR)  485  01) 

—  clinical  occupational  health  inquiry 
(OM  Forum)  712  (N) 

—  gastrointestinal  carcinoma  and  occur¬ 
rence  of  pleural  plaques  on  pulmonary 
x-ray  806  (D) 

—  incidence  of  low  back  pain  and  pre¬ 
placement  x-ray  screening  515  (Au) 

—  non-invasive  magnetopneumographic 
estimation  of  lung  dust  and  distribution 
in  bituminous  coal  workers  613  (S) 

—  radiographic  changes  following  asbes¬ 
tos  exposure:  experience  with  7,500 
workers  15()a) 

Z 

Zinc  Chromate 

—  cancer  mortality  among  workers  ex¬ 
posed  to  zinc  chromate  paints  25  ()a) 


AUTHOR  AND  TITLE  INDEX 


Arezzo  JC:  The  use  of  the  Optacon®  as  a 
screening  device  461  ()l) 

Asma  FE:  Twenty-five  years  of  rehabilitation 
of  employees  with  drinking  problems 
241  (Ap) 

Auer  C:  See  Federspiel  CF  438  ()l) 

B 

Balogh  SA:  See  Levine  R)  781  (D) 

Baloh  RW:  See  Spivey  CH  207  (Ap) 

Baloh  RW:  See  Spivey  GH  607  (S) 

Barnard  R):  Effect  of  health  maintenance 
programs  on  Los  Angeles  city  firefighters 
667  (O) 

Barton  RT:  See  Hpgetveit  AC  59  (S) 
Baumgarten  M:  Studies  on  occupational 
health:  a  critique  171  (Ma) 

Beard  EF:  See  Owen  CA  235  (Ap) 
Beaumont  )):  Dose  response  and  immortali¬ 
ty  in  SMR  studies  (letter)  574  (S) 
Belman  M):  See  Teplitz  RL  413  ()e) 

Benson  H:  See  Carrington  P  221  (Ap) 


Bernard  A:  See  Buchet  )P  741  (N) 

Bernstein  IL  See  Smith  AB  327  (My) 

Blair  A:  Bladder  cancer  and  dairy  farming 
(letter)  576  (S) 

Blair  A:  Mortality  among  workers  in  the  metal 
polishing  and  plating  industry,  1951- 
1969  158(Ma) 

Blanchard  ):  See  Smith  AB  327  (My) 

Blejer  HP.  Lead  absorption  study  questioned 
(letter)  206  (Ap) 

Bommarito  P:  The  unions  speak  on  waiver  of 
liability  (letter)  770  (D) 

Braver  ER:  Probability  window  analysis  of 
lung  cancer  in  chromate  workers  (letter) 
302  (My) 

Brooks  SM:  See  Smith  AB  327  (My) 

Browdy  BL:  See  Spivey  CH  607  (S) 

Brown  CP:  See  Spivey  GH  207  (Ap) 

Brown  CP:  See  Spivey  GH  607  (S) 

Bruce  )  See  Federspiel  CF  438  ()l) 

Brues  AM:  See  Adams  EE  583  (S) 

Buchet  )P:  Assessment  of  renal  function 


Annual  Index 


of  workers  exposed  to  inorganic  lead, 
cadmium  or  mercury  vapor  741  (N) 
Buerger  AA:  See  Greenland  S  670  (O) 

Burton  WN:  See  Eggum  PR  545  (Au) 

c 

Campion  DS:  See  Spivey  CH  607  (S) 

Carrington  P:  The  use  of  meditation-relaxa¬ 
tion  techniques  for  the  management  of 
stress  in  a  working  population  221  (Ap) 
Chaffin  DB:  See  Keyserling  WM  332  (My) 
Chamberlain  D:  See  Davidson  M)  801  (D) 
Chiazze  L  )r:  Breast  cancer  mortality  among 
PVC  fabricators  677  (O) 

Chiazze  L  Jr:  Mortality  among  automobile  as¬ 
sembly  workers,  Pt.  1  520  (Au) 

Chovil  A:  Epidemiologic  study  questioned 
(letter)  770  (D) 

Cole  JW;  See  Carrington  P  221  (Ap) 

Cole  P:  See  Hoar  SK  722  (N) 

Colligan  M):  Methodological  and  practical 
issues  related  to  shiftwork  research  163 
(Ma) 

Collings  CH:  See  Carrington  P  221  (Ap) 

Cook  RR:  Author's  response  (letter)  369  (je) 
Cook  RR:  Mortality  experience  of  employees 
exposed  to  2,3,7,8-tetrachlorodibenzo- 
p-dioxin  (TCDD)  530  (Au) 

Cooper  CL:  Author's  response  (letter)  769 
(D) 

Cooper  CL:  See  Davidson  M)  375  (Je) 

Cooper  CL:  See  Davidson  MJ  801  (D) 

Cooper  CL:  Occupational  stress  and  man¬ 
agers  588  (S) 

Crawford  RL:  Managerial  responses  to  mental 
disorders  among  employees  309  (My) 
Culver  BD:  See  Spivey  GH  607  (S) 

D 

Dacey  E:  See  Kaminski  R  183  (Ma) 

Dahlgren  B-E:  Hepatic  and  rena!  effects  of 
low  concentrations  of  methoxyflurane  in 
exposed  delivery  ward  personnel  817 
(D) 

Dalager  NA:  Cancer  mortality  among  workers 
exposed  to  zinc  chromate  paints  25 
(la) 

Davidson  DM:  See  DeBusk  RF  715  (N) 
Davidson  MJ:  Type  A  coronary- prone  behav¬ 
ior  and  stress  in  ser'ior  femaie  managers 
and  administrators  801  (D) 

Davidson  MJ:  Type  A  coronary- prone  behav¬ 
ior  in  the  work  environment  375  (Je) 
Davis  TK:  See  Alderman  MH  167  (Ma) 
DeBusk  RF:  The  work  evaluation  of  the  car¬ 
diac  patient  71 5  (N) 

Decoufle  P:  Methodological  issues  (letter) 
703  (N) 

Decoufle  P:  See  Thomas  TL  97  (F) 

Decoufle  P:  See  Thomas  TL  643  (O) 

Dimick  DB:  See  Venable  JR  87  (F) 

Dinman  BD:  Occupational  health  and  the 
reality  of  risk  —  an  eternal  dilemma  of 
tragic  choices  153  (Ma) 

Divine  BJ:  Another  view  (letter)  640  (O) 

E 

Ediing  C:  Causes  of  death  among  lumber¬ 
jacks  —  a  pilot  study  403  (Je) 

Eggum  PR  Nurse/health  counseling  model 
for  a  successful  alcoholism  assistance 
program  545  (Au) 

Egnatz  DC:  DBCP  and  testicular  effects  in 
chemical  workers:  an  ''pidemiological 
survey  in  Midland,  Michigan  727  (N) 
Ekstrom  M:  See  Mosley  JW  593  (S) 

Journal  of  Occupational  Medicine/Voi.  22, 


F 

Farley  ML;  See  McLarty  JW  92  (F) 

Federspiel  CF:  Authors'  response  (letter)  771 
(D) 

Federspiel  CF:  Lung  function  among  employ¬ 
ees  of  a  copper  mine  smelter:  lack  of  ef¬ 
fect  of  chronic  sulfur  dioxide  exposure 
438  (Jl) 

Felton  JS:  Radiographic  changes  following 
asbestos  exposure:  experience  with  7,500 
workers  15  (J a) 

Ference  LD:  See  Chiazze  L  Jr  520  (Au) 
Ference  LD:  See  Chiazze  L  Jr  677  (O) 

Fierer  |:  See  Mosley  JW  593  (S) 

Fine  LJ:  See  Kwa  S-L  792  (D) 

Finucane  R:  See  Shephard  RJ  389  (Je) 

Flake  RE:  See  Venable  JR  87  (F) 

Foulkes  EC:  See  Hammond  PB  475  (Jl) 
Fowler  JL:  See  Hanis  NM  70  (F) 

Fraumeni  JF:  See  Dalager  NA  25  (Ja) 
Freedberg  EJ:  Outcome  with  alcoholics  seek¬ 
ing  treatment  voluntarily  or  after  con¬ 
frontation  by  their  employer  83  (F) 
Freedman  AP,  Non-invasive  magnetopneu¬ 
mographic  estimation  of  lung  dust  loads 
and  distribution  in  bituminous  coal 
workers  61 3  (S) 


G 

Gallagher  J  See  Smith  AB  327  (My) 
Gartside  PS:  See  Hammond  PB  475  (Jl) 

Gaul  LA:  See  Kotin  P  471  (Jl) 

Geissert  KS:  See  Kaminski  R  183  (Ma) 
Gentile  IW:  See  Levine  RJ  781  (D) 

Gibson  ES:  Incidence  of  low  back  pain  and 
pre-placement  x-ray  screening  515 
(Au) 

Glazer  E:  See  Paganini-Hill  A  542  (Au) 
Godbold  JH  Jr:  Author's  response  (letter) 
703  (N) 

Golden  RG:  See  Asma  FE  241  (Ap) 
Goldsmith  DF:  A  case-control  study  of  pros¬ 
tate  cancer  within  a  cohort  of  rubber 
and  tire  workers  533  (Au) 

Goldsmith  DF:  See  Guidotti  TL  30  (Ja) 
Gordonson  JS:  See  Felton  JS  15  (Ja) 
Gottlieb  MS:  Lung  cancer  and  the  petroleum 
industry  in  Lousiana  384  (Je) 
Grandjean  E:  See  Katsuyoshi  M  810(D) 
Granstam  S:  See  Ediing  C  403  (Je) 
Greenberg  SD:  See  McLarty  JW  92  (F) 
Greenland  S:  Control.ed  clinical  trials  of 
manipulation:  a  review  and  a  proposal 
670  (O) 

Guidotti  TL:  Occupational  medicine  in  a 
developing  society,  a  case  study  of  Ven¬ 
ezuela  30  (J  a) 

Gusmao  HH:  A  comprehensive  health  pro¬ 
gram  in  a  manganese  ore  mining  com¬ 
munity  in  the  Amazon  region  of  Brazil 
342  (My) 


H 

Haldeman  S:  See  Greenland  S  670  (O) 
Hammond  PB:  The  relationship  of  biological 
indices  of  lead  exposure  to  the  health 
status  of  workers  in  a  secondary  lead 
smelter  475  (Jl) 

Hanenson  IB:  See  Hammond  PB  475  (Jl) 
Hanis  NM;  ,^uthor's  response  (letter)  70  (F) 
Harnes  JR:  Still  more  on  SMR  (letter)  364 
(le) 

Hawley  RC:  See  Wear  RF  Jr  253  (Ap) 
Henderson  BE;  See  Paganini-Hill  A  542  (Au) 
Herbert  HR:  Adjudicators  defended  (letter) 
508  (Au) 

No,  12/December  1980 


Herrin  GD:  See  Keyserling  WM  332  (My) 
Hieger  LR;  See  McLarty  JW  92  (F) 

Hilker  RE:  See  Asma  FE  241  (Ap) 

Hillerdal  G:  Gastrointestinal  carcinoma  and 
occurrence  of  pleural  plaques  on  pul¬ 
monary  x-ray  806  (D) 

Hirschfeld  AH:  See  Levenson  H  53  (Ja) 
Hirschfeld  ML:  See  Levenson  H  53  (Ja) 

Hoar  SK:  An  occupational  and  exposure  link¬ 
age  system  for  the  study  of  occupational 
carcinogenesis  722  (N) 

Hocking  B:  Type  A  coronary  prone  behavior 
in  the  work  environment  (letter)  769 
(D) 

Hpgetveit  AC:  Variations  of  nickel  in  plasma 
and  urine  during  the  work  period  597 
(S) 

Hoiberg  A:  Sex  and  occupational  differences 
in  hospitalization  rates  among  Navy  en¬ 
listed  personnel  685  (O) 

Holder  BB:  See  Ott  MG  47  (Ja) 

Hoover  R:  See  Dalager  NA  25  (Ja) 

Hunting  W:  See  Katsuyoshi  M  810  (D) 
Hurst  GA:  See  McLarty  JW  92  (F) 
Huuskonen  MS:  Asbestos  disease  in  Finland 
751  (N) 


Infante  PF:  See  Braver  ER  302  (My) 

Iwao  S:  Serum  and  urinary  beta-2-micro- 
globulin  among  cadmium-exposed 
workers  399  (Je) 

I 

Jackson  AS:  See  Owen  CA  235  (Ap) 

James  M:  See  Wear  RF  Jr  253  (Ap) 

Jarvinen  E:  See  Tola  S  737  (N) 

Johns  DB:  See  Egnatz  DG  727  (N) 

Johnson  DR;  See  Hammond  PB  475  (Jl) 
Johnston  RJ:  See  Freedman  AP  613  (S) 
Johnston  WE:  See  Freedberg  EJ  83  (F) 

Jones  JD:  Factors  that  affect  clinical  labora¬ 
tory  values  316  (My) 


K 

Kaminski  R:  Mortality  analysis  of  plumbers 
and  pipefitters  183  (Ma) 

Kaswandik  NT:  See  Levine  RJ  781  (D) 

Keller  PJ:  See  Eggum  PR  545  (Au) 

Kelsey  JE:  See  Staples  LF  35  (Ja) 

Keyserling  WM:  Isometric  strength  testing  as 
a  means  of  controlling  medical  incidents 
on  strenuous  jobs  332  (My) 

Kleinfeld  MJ:  Arsine  poisoning  820  (D) 
Kolesar  RC:  See  Ott  MG  445  (Jl) 

Korkala  M-L:  See  Tola  S  737  (N) 

Kotin  P;  Occupational  ill-health  —  a  review 
of  the  symptoms  and  signs  —  a  critique 
471  (Jl) 

Kwa  S-L:  The  association  between  parental 
occupation  and  childhood  malignancy 
792  (D) 

L 

Lamon  JM:  See  Silbergeld  EK  680(0) 
Lauwerys  R:  See  Buchet  JP  741  (N) 

Layne  JT:  See  Federspiel  CF  438  (Jl) 

Layne  JT;  See  Federspiel  CF  771  (D) 
Lebowitz  MD:  Author's  response  (letter)  147 
(Ma) 

Lehrer  PM:  See  Carrington  P  221  (Ap) 
Lerner  SI:  See  Hammond  PB  475  (Jl) 
Levenson  H:  Industrial  accidents  and  recent 
life  events  53  (Ja) 


841 


Levine  R|:  A  methcxJ  for  monitoring  the  fertil¬ 
ity  of  workers,  Pt.  1  781  (D) 

Likwornick  C;  See  Nethercott  JR  549  (Au) 
Lundholm  M:  Occupational  symptoms 
among  compost  workers  256  (Ap) 

M 

Mabry  LC:  See  McLarty  |W  92  (F) 

.Maeda  K:  Localized  fatigue  in  accounting- 
machine  operators  810  (D) 

Manuso  |S):  Affirmative  action  and  corpo¬ 
rate  emotional  health  programs  653 
(O) 

Martin  RH;  See  Gibson  ES  515  (Au) 

Mason  Tj;  See  Dalager  NA  25  (ja) 
Mastbaum  L:  Physicians'  guidelines  for  em¬ 
ployment  and  placement  of  the  diabetic 
in  industry  —  an  update  601  (S) 
Mattsson  T;  See  Huuskonen  MS  751  (N) 
Mazzocchi  A;  The  unions  speak  on  waiver  of 
liability  (letter)  770  (D) 

Meihuish  A  See  Cooper  CL  588  (S) 

Mets  )T:  Significance  of  short  duration  illness 
absences  (letter)  5  (|a) 

Mettler  FA:  Optimization  of  mobile  multi- 
phasic  health  testing  180  (Ma) 

Milby  TH;  Epidemiological  assessment  of  oc¬ 
cupationally  related,  chemically  in¬ 
duced  sperm  count  suppression  77  (F) 
Milby  TH:  See  Whorton  MD  177  (Ma) 
Milner  JE.  Ascorbic  acid  in  the  prevention  of 
chromium  dermatitis  51  (Ja) 

Monroe  CB:  Standardized  checklist  sugges¬ 
ted  for  mobile  unit  audits  (letter)  702 
(N) 

Morgan  DE:  See  Spivey  CH  607  (S) 

Morgan  P:  See  Shephard  R|  389  ()e) 

Morgan  RW:  See  Schottenfeld  D  69  (F) 
Morrison  AS:  See  Hoar  SK  722  (N) 

Mosley  |W:  Hepatitis  B  virus»exposure  of  hos¬ 
pital  staff  593  (S) 

Moure-Eraso  R:  See  Thomas  TL  97  (F) 
Moure-Eraso  R:  See  Thomas  TL  643  (O) 
Murray  AH:  See  Nethercott  )R  549  (Au) 

Me 

McClimans  CD:  See  Venable  JR  87  (F) 
McLarty  JW:  The  clinical  significance  of 
ferruginous  bodies  in  sputa  92  (F) 
McMichael  AJ:  See  Goldsmith  DF  533  (Au) 

N 

Napoliello  MJ:  Obsessions:  source  of  ineffi¬ 
ciency  in  the  workplace  410  (Je) 
Nathwani  B:  See  Teplitz  RL  413  (Je) 
Nethercott  JR:  Genital  ulceration  due  to 
Stoddard  solvent  549  (Au) 

Nichols  WE:  See  Chiazze  L  Jr  677  (O) 
Nielsen  OS:  See  Pedersen  LM  603  (S) 
Nygaard  E:  See  Pedersen  LM  603  (S) 


o 

O'Berg  MT:  Epidemiologic  study  of  workers 
exposed  to  acrylonitrile  245  (Ap) 
O'Brien  MW:  The  law  in  conflict;  another 
view  (letter)  509  (Au) 

Ojesjo  L:  The  relationship  to  alcoholism  of 
occupation,  class  and  employment  657 
(O) 

Olson  RD:  See  Egnatz  DG  727  (N) 

Olson  RD:  See  Ott  MG  47  (Ja) 

Oseasohn  R;  See  Baumgarten  M  171  (Ma) 


Smith  AB:  Absence  of  ainvay  hyperreactivity 
to  methacholine  in  a  worker  sensitized 
to  toluene  diisocyanate  (TDl)  327  (My) 
Smith  AH:  See  Goldsmith  DF  533  (Au) 
Sparks  PJ:  Cause  of  death  among  jewelry 
workers  733  (N) 

Spivey  CG:  See  McLarty  JW  92  (F) 

Spivey  GH:  Authors'  response  (letter)  207 
(Ap) 

Spivey  GH:  Subclinical  effects  of  chronic  in¬ 
creased  lead  absorption  —  a  prospec¬ 
tive  study  607  (S) 

Staples  LF:  An  in-house  industrial  counseling 
program;  the  Northwestern  Bell  Tele¬ 
phone  Company  experience  35  (Ja) 
Stavraky  KM:  See  Hanis  NM  70  (F) 

Stillman  NG:  Author's  response  (letter)  511 
(Au) 

Suskind  RR:  See  Zack  JA  11  (Ja) 

Symons  MJ;  See  Levine  RJ  781  (D) 


Ott  MG:  A  mortality  analysis  of  employees 
engaged  in  the  manufacture  of  2,4,5-tri- 
chlorophenoxyacetic  acid  47  (Ja) 

Ott  MG:  A  mortality  survey  of  employees  en¬ 
gaged  in  the  development  or  manufac¬ 
ture  of  styrene- based  products  445  (Jl) 
Ott  MG:  See  Cook  RR  530  (Au) 

Ott  MG;  See  Egnatz  DG  727  (N) 

Owen  CA:  Longitudinal  evaluation  of  an  ex¬ 
ercise  prescription  intervention  program 
with  periodic  ergometric  testing:  a  ten- 
year  appraisal  235  (Ap) 

P 

Paganini-Hill  A:  Cause-specific  mortality 
among  newspaper  web  pressmen  542 
(Au) 

Payne  WW:  See  Dalager  NA  25  (Ja) 

Pearson  CE:  The  emerging  role  of  the  occupa¬ 
tional  physician  in  preventive  medicine, 
health  promotion  and  health  education 
104(F) 

Pedersen  LM:  Solvent- induced  occupational 
myopathy  603  (S) 

Pesce  AJ:  See  Hammond  PB  475  (Jl) 

Pierce  JM:  See  Nethercott  Jr  549  (Au) 

Prior  BW;  See  Owen  CA  235  (Ap) 

R 

Raval  B:  See  Williams  TJ  21  (Ja) 

Reisbord  LS:  See  Greenland  S  670  (O) 

Ritt  DJ;  See  Mosley  JW  593  (S) 

Robbins  AW;  See  Yodaiken  RE  465  (Jl) 
Robinson  H;  See  Carrington  P  221  (Ap) 
Robinson  SE:  See  Freedman  AP  613  (S) 

Roda  SB:  See  Hammond  PB  475  (Jl) 

Roels  H;  See  Buchet  JP  741  (N) 

Ross  RK:  See  Paganini-Hill  A  542  (Au) 
Ruchlin  HS:  Cost  of  hypertension  control  at 
the  workplace  795  (D) 

Rushmore  CH:  Authors'  response  (letter)  5 

(Ja) 

Rylander  R;  See  Lundholm  M  256  (Ap) 

S 

Sakurai  H:  See  Soichiro  I  399  (Je) 

Saltin  B:  See  Pedersen  LM  603  (S) 

Sargent  EN:  See  Felton  JS  15  (J a) 
Scharnweber  HC:  See  Ott  MG  445  (Jl) 
Schaumburg  HH:  See  Arezzo  JC  461  (Jl) 
Schenker  MB:  Diesel  exhaust  —  an  occupa¬ 
tional  carcinogen?  41  (Ja) 
Schimmelfing  L:  See  Shephard  RJ  389  (Je) 
Schneider  EJ:  See  Ott  MG  445  (Jl) 
Schottenfeld  D:  Questions  raised  by  study  on 
cancer  mortality  in  oil  refinery  workers 
(letter)  69(F) 

Scoulas  C:  An  indexing  oversight  (letter)  508 
(Au) 

Seitzman  LH:  See  McLarty  JW  92  (F) 
Shephard  RJ:  Factors  influencing  recruitment 
to  an  occupational  fitness  program  389 
(Je) 

Sherson  D;  Current  developments  in  occupa¬ 
tional  health  in  Denmark  (letter)  430 

(ID 

Shevlin  JJ:  See  Asma  FE  241  (Ap) 

Shmunes  E:  The  importance  of  pre-employ¬ 
ment  examination  in  the  prevention  and 
control  of  occupational  skin  disease 
407  (Je) 

Silbergeld  EK:  Role  of  altered  heme  synthesis 
in  lead  neurotoxicity  680  (O) 
Silverman  DT:  See  Hoar  SK  722  (N) 
Silverstein  LG:  See  Cook  RR  530  (Au) 


T 

Tabershaw  IR:  See  Wong  O  640  (O)* 

Teplitz  RL:  Cytological  detection  of  a  peri¬ 
pheral  lung  carcinoma  in  a  coke  oven 
worker  413  (Je) 

Tepper  LB:  The  right  to  know;  the  duty  to  in¬ 
form  433  (Jl) 

Tepperman  PB:  Fatality  due  to  acute  system¬ 
ic  fluoride  poisoning  following  hydroflu¬ 
oric  acid  skin  burn  691  (O) 

Terry  CW:  See  Gibson  ES  515  (Au) 

Tetrick  L:  See  Mastbaum  L  601  (S) 

Thomas  RW;  See  Staples  LF  35  (Ja) 

Thomas  TL:  Authors'  response  (letter)  643 

(O) 

Thomas  TL:  Mortality  among  workers  em¬ 
ployed  in  petroleum  refining  and  petro¬ 
chemical  plants  97  (F) 

Tola  S;  A  cohort  study  on  workers  exposed  to 
trichloroethylene  737  (N) 

Tossavainen  A:  See  Huuskonen  MS  751  (N) 
Townsend  JC;  See  Cook  RR  530  (Au) 
Townsend  JC:  See  Egnatz  DC  727  (N) 
Tsuchiya  K:  See  Soichiro  I  399  (Je) 

V 

Valeo  Z:  See  Teplitz  RL  413  (Je) 

Valentine  JL:  See  Spivey  GH  607  (S) 

Van  Ryzin  J:  Quantitative  risk  assessment 
321  (My) 

Venable  JR:  A  fertility  study  of  male  employ¬ 
ees  engaged  in  the  manufacture  of  gly¬ 
cerine  87  (F) 

Venable  JR:  See  Ott  MG  445  (Jl) 

Vilhunen  R;  See  Tola  S  737  (N) 

W 

Wear  RF  Jr:  Health  carnival:  an  experiment  in 
health  education  253  (Ap) 

Wegman  DH;  See  Sparks  PJ  733  (N) 

Weiss  W:  The  cigarette  factor  in  lung  cancer 
due  to  chloromethyl  ethers  527  (Au) 
Whorton  D;  See  Milby  TH  77  (F) 

Whorton  MD:  Recovery  of  testicular  function 
among  DBCP  workers  177  (Ma) 
Williams  T|:  Progressive  massive  fibrosis 
developing  after  brief  coal  dust  expo¬ 
sure;  evaluation  with  CT  scanning  and 
radionuclide  angiocardiography  21 
(Ja) 

Wolf  PH  See  Chiazze  L  Jr  520  (Au) 

Wolff  MC:  Before  is  better  (letter)  10  (J a) 
Wong  O.  Comments  on  mortality  among 


842 


Annual  Index 


workers  employed  in  petroleum  refining 
and  petrochemical  plants  (letter)  640 
(O) 

Wong  O:  See  Chiazze  L  Jr  677  (O) 

Wood  LW:  See  Carrington  P  221  (Ap) 
Woodsides  KT:  Yes,  management,  your  medi¬ 
cal  department  can  affect  the  "bottom 
line"  232  (Ap) 


Alabama  Industrial  Medical  Association 

—  name  change  and  election  of  officers 
499  01) 

American  Academy  of  Physician  Assistants  in 

Occupational  Medicine 

—  membership  information  829  (D) 

American  Industrial  Hygiene  Association 

—  publication  of  comprehensive  guide  to 
planning,  implementing  and  improving 
respiratory  protection  programs  in  in¬ 
dustry  698  (O) 

—  seminar  on  the  science  of  ergonomics 
356  (My) 

American  Lung  Association 

—  availability  of  fellowships  566  (Au) 

American  Medical  Association 

—  40th  annual  Congress  on  occupational 
health  287  (Ap) 

—  supplement  to  Archives  of  Neurology 
prepared  for  Federal  Aviation  Adminis¬ 
tration  63  ()a) 

American  Occupational  Medical  Association 
—  American  occupational  health  confer¬ 
ence  technical  exhibitors  279  (Ap) 

—  annual  meeting  report  493  (jl) 

—  criteria  for  alcohol  and  drug  rehabilita¬ 
tion  programs  in  industry  111  (F) 

—  officer  candidates  for  1980-81  nom- 
nated;  board  of  directors  nominees  an¬ 
nounced  115(F) 

—  65th  annual  meeting  121  (F) 

—  65th  annual  meeting,  abstracts  of  scien¬ 
tific  presentations  266  (Ap) 

—  summary  of  the  meeting  of  the  board  of 
directors,  Boston  622  (S) 

—  summary  of  the  meeting  of  the  board  of 
directors,  Detroit  488  (jl) 

—  summary  of  the  meeting  of  the  board  of 
directors,  Phoenix  262  (Ap) 

—  testimony  at  labor  department  hearings 
on  privacy  of  medical  informa¬ 
tion  351  (My) 

American  Public  Health  Association 

—  third  annual  NIOSH  scientific  sympo¬ 
sium  564  (Au) 

American  Society  of  Law  and  Medicine 

—  national  conference  —  discussion  on 
role  of  medical  determinations  in 
workers'  compensation  proceedings 
630  (S) 

Appointments 

-AtherlyCRC  61  (j  a) 

—  Bacon  SN  jr  561  (Au) 

—  Bagnall  RS  760  (N) 

—  Bellanca  ))  561  (Au) 

—  Billmaier  D|  763  (N) 

—  Boyea  LH  498  (jl) 

—  Branch  JL  1%  (Ma) 

—  Brewster  VA  827  (D) 

—  Cannella  jM  760  (N) 


Woolfolk  RL;  See  Carrington  P  221  (Ap) 

Y 

Yodaiken  RE:  Occupational  ill-health  —  a  re¬ 
view  of  the  symptoms  and  signs  465 
(jl)  and  a  critique  471  (jl) 

Yokota  S;  See  Teplitz  RL  413  (je) 
Youngblood  SA;  See  Rushmore  CH  5  (ja) 


GENERAL  SECTION  INDEX 


-CasejB  627  (S) 

—  Dickerson  OB  287  (Ap) 

—  Dinman  BD  563  (Au) 

—  Dougherty  ID  194  (Ma) 

—  Durkee  PF  353  (My) 

—  Enders  Lj  764  (N) 

—  Etkin  PA  131  (F) 

—  Felton  jS  422  (je) 

—  Fishbeck  WA  287  (Ap) 

—  Flick  FH  jr  6%  (O) 

—  Flournoy  DL  629  (S) 

—  Forbes  jD  629  (S) 

—  Foster  TA  6%  (O) 

—  Freeman  Tl  760  (N) 

-Could  KG  jr  625  (S) 

-  Cuidotti  TL  827  (D) 

-  Harper  CR  628  (S) 

-  Heiskell  CB  761  (N) 

-  Herbert  HR  jr  420  (je) 

~  Hoeffler  DF  131(F) 

-  Hughes  jP  825  (D) 

-  Kerr  M  697  (O) 

-  Khuri  RK  61  (ja) 

-  Levenstein  M  61  (ja) 

-  Makowsky  Mj  194  (Ma) 

-  Marr  jS  627  (S) 

-  Marsh  DW  697  (O) 

—  McClenahan  ML  499  (jl) 

-  Mitchell  jW  825  (D) 

-  Mohler  SR  627  (S) 

—  Morgan  RW  828  (D) 

-  Novack  TD  131(F) 

-  O'Briant  CR  760  (N) 

—  Pressman  MD  826  (D) 

-  Reeve  BL  625  (S) 

—  Rothman  CM  354  (My) 

-  Rubin  FH  353  (My) 

-  Rudnick  j  498  (jl) 

-  Schaller  LF  421  (je) 

-  Semler  L  825  (D) 

—  Simpson  jC  II  828  (D) 

-  Smith  Dj  193  (Ma) 

-  Smith  DW  353  (My) 

-  Smyth  LT  193  (Ma) 

-  Syed  MU  763  (N) 

-  Tori  IN  760  (N) 

—  Van  Cura  Ej  133  (F) 

-  Venable  jR  1%(Ma) 

—  Vorosmarti  j  564  (Au) 

-  Wald  MS  627  (S) 

-  Ward  CL  696  (O) 

—  Whetstone  CL  420  (je) 

Baylor  College 

-  short  course  on  immunologic  lung  dis¬ 
ease  in  industry  829  (D) 

Canadian  Society  of  Aviation  Medicine 

-  28th  international  congress  of  aviation 
and  space  medicine  294  (Ap) 

Carlo  Erba  Foundation 

-  workshop  on  ergonomic  aspects  of 


Z 

Zack  jA;  The  mortality  experience  of  workers 
exposed  to  tetrachlorodibenzo-dioxin  in 
a  trichlorophenol  process  accident  11 
(ja) 

Zauber  AC:  See  Schottenfeld  D  69  (F) 

Ziem  G:  Use  of  Medijector  disputed  (letter) 
508  (Au) 


visual  display  units  64  (ja) 

Center  for  Toxicology,  Man  and  Environment 

—  series  of  health  risk  management 
seminars  for  supervisors  and  managers 
in  lead  industry  567  (Au) 

Central  States  Occupational  Medical  Associ¬ 
ation 

—  election  of  officers  and  governors  423 
(je) 

—  fall  seminar  —  a  toxicology  symposium 
630  (S) 

—  Cornell  University 

—  23rd  annual  health  executives  develop¬ 
ment  program  136(F) 

Department  of  National  Health  and  Welfare, 
Canada 

—  international  symposium  on  chemical 
mutagenesis,  human  population  moni¬ 
toring  and  genetic  risk  assessment 
293  (Ap) 

Department  of  the  Navy 

—  23rd  occupational  health  workshop 
827  (D) 

European  Society  for  Clinical  Respiratory 
Physiology 

—  meeting  and  scientific  program  on  oc¬ 
cupational  lung  disease  763  (N) 

Florida  Occupational  Medical  Association 

—  installation  of  new  officers  and  direc¬ 
tors  62  (j a) 

Georgia  Occupational  Medical  Association 

—  election  of  officers  567  (Au) 

Great  Plains  Occupational  Medical  Associa¬ 
tion 

—  election  of  officers  565  (Au) 

—  fourth  annual  continuing  education 
course  565  (Au) 

Harvard  University 

—  executive  programs  in  health  policy  and 
management  61  (ja) 

Industrial  Health  Foundation 

—  course  on  changing  concepts  in  occupa¬ 
tional  medicine  287  (Ap) 

—  course  on  current  concepts  in  occupa¬ 
tional  medicine  761  (N) 

International  Institute  of  Safety  and  Health 

—  utility-medical  dialogue  on  radiation 
risks  502  (jl) 

Johns  Hopkins  University 

—  continuing  education  course  on 
surveillance  and  prevention  in  occupa¬ 
tional  health  355  (My) 

Kentucky  Occupational  Medical  Association 

—  election  of  officers  630  (S) 

Louisiana  Occupational  Medical  Association 

—  election  of  officers  355  (My) 

Michigan  Occupational  Medical  Association 

—  election  of  officers  567  (Au) 

National  Council  on  Radiation  Protection 
and  Measurements  (NCRP) 
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—  1980  annual  meeting  199  (Ma) 

National  Easter  Seal  Society 

—  conference  on  establishing  job-related 
physical  and  mental  requirements  to 
comply  with  federal  handicapped  em¬ 
ployment  regulations  355  (My) 

National  Foundation  for  Noise,  Hearing  and 
Balance 

—  7th  national  symposium  on  noise  502 

(ID 

New  York  Occupational  Medical  Association 

—  election  of  officers  197  (Ma) 

National  Institute  of  Occupational  Safety 
and  Health 

—  television  program  providing  instruction 
for  proper  spirometric  testing  proce¬ 
dures  697  (O) 

New  England  Occupational  Medical  Associa¬ 
tion 

—  second  annual  conference  699  (O) 
New  York  University 

—  course  in  environmental  health  358 
(My) 

New  York  Upstate  Occupational  Medical  As¬ 
sociation 

—  election  of  officers  500  (|1) 

Ninth  World  Congress  on  the  Prevention  of 
Occupational  Accidents  and  Diseases 

—  recent  developments  in  the  prevention 
of  occupational  risks  within  the  enter¬ 
prise  133(F) 

North  Central  Occupational  Medical  Asso¬ 
ciation 

Northwest  Association  of  Occupational 
Medicine 

—  election  of  officers  63  ()a) 

—  election  of  officers  290  (Ap) 

Nursing  Committee  of  the  Industrial  Health 
Foundation 

—  training  course  on  occupational  health 
nursing  —  problems  and  oppor¬ 
tunities  199  (Ma) 

Obituaries 

—  Gauvain  S  356  (My) 

Occupational  Medical  Association  of  Con¬ 


necticut 

—  election  of  officers  63  ()a) 
Occupational  Medical  Association  of  New 
Jersey 

—  election  of  officers  198  (Ma) 

Ohio  State  University 

—  two  courses  on  industrial  audiometry 
and  conservation  of  hearing  291  (Ap) 

Oklahoma  Occupational  Medical  Associa¬ 
tion 

—  election  of  officers  565  (Au) 
Permanent  Commission  and  International  As¬ 
sociation  on  Occupational  Health 

—  8th  Medichem  congress  for  occupa¬ 
tional  health  in  the  chemical  in¬ 
dustry  502  (J1) 

—  fifth  international  symposium  on  oc¬ 
cupational  health  in  the  production  of 
artificial  fibres  293  (Ap) 

—  20th  international  congress  on  occupa¬ 
tional  health  199  (Ma) 

—  20th  international  congress  on  occupa¬ 
tional  health  —  1981  Rene  Barthe 
prize  700  (O) 

Purdue  University 

—  international  workshop  on  machine 
pacing  and  occupational  stress  829 
(D) 

Rocky  Mountain  Academy  of  Occupational 
Medicine 

—  annual  meeting  500  (jl) 

—  election  of  officers  and  directors  290 
(Ap) 

Rocky  Mountain  Center  for  Occupational 
and  Environmental  Health 

—  second  annual  park  city  environmental 
health  conference  63  (ja) 

Rutgers  Medical  School 

—  mini-residency  program  in  occupa¬ 
tional  medicine  134  (  F) 

Scientists'  Institute  for  Public  Information 

—  listing  of  occupational  physicians  423 
Oe) 

Texas  Occupational  Medical  Association 

—  election  of  officers  568  (Au) 


Tri-State  Occupational  Medical  Association 

—  election  of  officers  827  (D) 

University  of  Arizona 

—  course  on  sampling  and  evaluating  air¬ 
borne  asbestos  dust  296  (Ap) 

—  hospital  loss  control  seminar  198  (Ma) 

—  two-part  course;  man  and  machine: 
safety  interaction  61  (Ja) 

Univeisity  of  California 

—  six-week  program  for  training  of  physi¬ 
cians  in  occupational  medical  practice 
500  (Jl) 

—  two-week  session  on  intensive  residen¬ 
cy  in  occupational  medicine  764  (N) 

—  workshop  on  medical  aspects  of  prod¬ 
uct  liability  291  (Ap) 

University  of  Maine 

—  28th  annual  institute  in  occupational 
hearing  loss  357  (My) 

University  of  Michigan 

—  course  in  occupational  ergonom¬ 
ics  356  (My) 

—  ninth  annual  short  course  on  radiation 
protection  200  (Ma) 

University  of  New  Haven 

—  sixth  annual  symposium  on  occupa¬ 
tional  health  134(F) 

University  of  North  Carolina 

—  occupational  safety  and  health  winter 
institute  829  (D) 

—  3rd  annual  occupational  safety  and 
health  summer  institute  359  (My) 

University  of  Toronto 

—  international  symposium  on  personal 
hearing  protection  in  industry  289  (Ap) 

Virginia  Department  of  Rehabilitative  Ser¬ 
vices 

—  national  forum  on  comprehensive 
cancer  rehabilitation  and  its  vocational 
implications  699  (O) 

Western  Occupational  Medical  Association 

—  interim  election  288  (Ap) 

—  24th  annual  western  occupational 
health  conference  499  (Jl) 


Now  Available 

1981  AOMA  Membership  Directory 

The  1981  Membership  Directory  of  the  American  Occupational  Medical 
Association  is  now  available.  The  Directory  cc*ntains  both  geographical  and 
alphabetical  sections  and  for  many  years  has  proved  to  be  a  useful 
reference  in  locating  occupational  physicians  throughout  the  country. 

Each  of  the  approximately  40(X)  entries  in  the  1981  Directory  contains: 

*  the  member  physician's  name,  address  and  telephone  number 

*  the  type  of  practice  in  which  the  physician  is  engaged 

*  the  medical  specialty  in  which  the  physician  is  certified  (if  any) 

*  the  company  for  which  the  physician  works  and  his  title  (if  any) 
Copies  of  the  directory  may  be  purchased  for  $30.00  each  from  the 

American  Occupational  Medical  Association,  150  N.  Wacker  Drive, 
Chicago,  IL  60606. 

Notice  to  AOMA  Members;  A  copy  of  the  1981  Membership  Directory 
has  been  mailed  to  each  member  of  AOMA.  Additional  copies  may  be  pur¬ 
chased  by  members  for  $20.00  each. 
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